








Avoid Waste 


by EFFICIENT BOOK BUYING 


Every purchase of an unused book is money 
wasted. And today waste is serious. Careful book-buying 
means careful selection. But how can one select safely from the 


thousands of books issued? 


here are two ways 


1 THE BOOKLIST More than 8,000 librarians meet this problem by regula 
use of the BOOKLIST. Last year 5,421 new books were received from publishers— 
2,403 were selected. They were described in such a way as to enable any librarian 
(school, college, or public) to know which ones were suited to the needs of his 
readers. In addition, subscribers received last year a bonus of several supplements. 
listing books on vital war problems, and several special subject lists, and lists of 
pamphlet material, government documents, and reprints. All this for $3 (22 
issues). 

Special offer to new subscribers: November 1, 1942 to June 15, 1943 (16 issucs, 
8 months) $1.75. 


2 susscripTiON BOOKS BULLETIN To make a mistake in selecting a 
two-dollar novel is one thing. To buy a 25- or 50-dollar reference set that turns 
out to be unsuitable for your library is quite another matter. 

Hundreds of librarians avoid mistakes in buying encyclopedias, dictionarics. 
handbooks, and other subscription books by using A.L.A.’s SUBSCRIPTION 
BOOKS BULLETIN. In July, for example, subscribers read that a handbook 
priced at $37.75, a set at $18.75, a dictionary at $10, and other reference books 
were not recommended for purchase. Libraries not only protect themselves |) 
subscribing, but protect their communities by making the Subscription Books 
Bulletin available to parents, teachers, school officials and book-buyers general! 

Subscribe to the SUBSCRIPTION BOOKS BULLETIN. Use 1t and make it known. 


year’s subscription is $2. 
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PART ONE 
CLASSIFIED BOOKS . 
Philosophy—Religion 
Social Sciences 
Philology 
Natural Science—Useful Arts 
Fine Arts 
Literature 
History . 
Description and Travel 
Biography 
FICTION . 
SERIES AND EDITIONS 
CHILDREN’S BooKsS 
U.S. PuBLic DoCUMENTs . 
SUGGESTED FOR YOUNG PEOPLE . 
SUGGESTED FOR THE SMALL LIBRARY 
FUTURE LISTINGS . 
AUTHOR AND SUBJECT INDEX. 


PART TWO 
U.S. GOVERNMENT PUBLICATIONS AND THE WAR 


ZaAIDEE B. Vosper, Eprror; EXLEEN DuccANn, ASSOCIATE EpITorR 


The Booklist is published semimonthly, October through July, and monthly in August 
and September, by the American Library Association, 520 North Michigan Avenue, Chi- 
cago, Ill. Subscription price, $3 a year; 25 cents a copy. Entered as second-class matter 
September 30, 1940. at the post office at Chicago, IIl., additional entry August 14, 1935, at 
the post office at Milwaukee, Wis., under the Act of March 3, 1879. Acceptance for mail- 
ing at special rate of postage provided for in United States Postal Act of October 3, 1917, 
Section 1103, amended February 28, 1925. Printed at the Wisconsin Cuneo Press. 
Neither the Editors nor the A.L.A. assumes responsibility for the statements of those who 
contribute articles to The Booklist. 

Publishers who wish to use a Booklist entry for advertising purposes are requested to 
use some such phrase as “Listed in The Booklist of the A.L.A.,” not “Recommended 
by the A.L.A.” The latter falsely implies action on the part of the Association. 





The War and Postwar Problems 


The American Library Association recommends that every library give the greatest possible 
emphasis to those materials and services which will promote intelligent decisions on issues 
relating to (1) Winning the war, (2) Planning for postwar America, and (3) Planning for 
the postwar world. The following books are selected as pertinent to the policy statement 
adopted by the A.L.A. Council in June 1942. 


Government by assassination, by Hugh Byas. 
Recent political history of Japan, with some forecasts of the future of that country. See 
p.135. 

Bombs away, by John Steinbeck. 


A description of the intensive training of the individual men of a bomber crew, and the 
perfect teamwork. See p.133. 


Basis for peace in the Far East, by Nathaniel Peffer. 


Realistic proposals for postwar Japan and China, involving some sacrifices for the 
Western nations. See p.136. 


Balcony empire, Fascist Italy at war, by Reynolds and Eleanor Packard. 
Three years of Italian Fascism seen by two American correspondents. See p.136. 


News is a weapon, by Matthew Gordon. 
An exposé of Axis use of newspapers and radio. See p.135. 


Free men are fighting; the story of World war II, by Oliver Gramling and others. 


Three years of war reported in eyewitness accounts by press correspondents in many 
parts of the world. See p.135. 





“Let me take a rather simple sentence—a fairly banal one—such a sentence as ‘I am 
a citizen of the United States’. Now the actual fact stated there is a fact that most 
of us take for granted. We are used to it—so used that we don’t talk of it. You 
would as soon think of beginning a conversation with the blunt remark, ‘I am a 
mammal.’ And yet, what I say in that particular sentence—T am a citizen of the 
United States’—has rather more meanings than appear on the surface. For if I am 
a citizen, I am not a slave—and if I am a citizen, I need not be a lord. I have a state 
to which I owe certain responsibilities—and which, at the very least, owes certain 
responsibilities to me. That may not seem very much, but it has taken a good many 
centuries to establish that much. Neither baron nor serf of the Middle Ages knew 
it. What I say in that one word ‘citizen’ represents a dream in men’s minds—a dream 
as old as the city-states of Greece, as new as last week’s election. That dream has 
been trampled upon, wiped out for dark ages of history—and recurred and recurred 
again, like the grass growing back after drought. To me, it is an essential dream.” 


From “The power of the written word,” by Stephen Vincent Benét, 
in The Yale Review Anthology. 





Classified Books 


100-200 PHILOSOPHY—RELIGION 


Garnett, Arthur Campbell. A _ realistic 
philosophy of religion. 1942. 331p. Willett, 
Clark, 37 W. Van Buren st., Chic., $3. 


An analysis of the nature of religion, based 
on the author’s courses at the University of 
Wisconsin. The Religious Book Club Bulle- 
tin says of it: “Here is a philosopher’s book 
which analyzes the problems of religion with 
acute insight and has an original and clearly 
formulated thesis as to its nature. It is a 
volume which will be gratefully cherished by 
those who look for fundamental thinking. 
While weighty in content, it is sufficiently 
untechnical in language to be readily under- 
stood by any thoughtful reader.” 


201 Religion—Philosophy 42-23106 


Janowsky, Oscar Isaiah, ed. The American 


Jew, a composite portrait. 1942. 322p. 
Harper, $2.50. 


Hadassah, the Women’s Zionist organization 
of America, in sponsoring this symposium 
on various aspects of the Jewish group in the 
United States, hopes to present a composite 
portrait of the American Jew. Bibliography: 
p.289-298. Partial contents: Jewish education, 
achievements and needs, by I. B. Berkson— 
Hebrew in Jewish culture, by Abraham S. 
Halkin—Structure of the Jewish community, 
by Abraham G. Duker—Anti-Semitism, by 
Jacob J. Weinstein—Current philosophies of 
Jewish life, by Milton Steinberg—Zionism in 
American Jewish life, by Sulamith Schwartz. 


296.0973 Jews in the U.S. || Jewish question 
42-23786 


Kirkland, Winifred Margaretta. The man 
of the hour. 1942. 171p. Macmillan, $1.75. 
An inspirational, tenderly written account of 
some episodes in Jesus’ life, which attempts 
to re-create the setting of his life and his 
relations with a few people. 


232.9 Jesus Christ—Biog. 42-22601 


Mursell, James Lockhart. A personal 
philosophy for war time. 1942. 205p. Lip- 
Pincott, $2. 


Without being unduly didactic or too obvi- 


ously inspirational, the author advises about 
facing wartime disruptions with honesty and 
courage and tells many personal stories to 
show how people have found new morale in 
meeting crises. 
170 Conduct of life 42-19854 
Savage, Alma H. Dogsled apostles. 1942. 
231p. illus. Sheed & Ward, $2.75. 


Development of Catholic missions in Alaska 
in the last half of the nineteenth century 
shown in the work of the individual priests 
and nuns, and patterned around the life of 
Bishop Crimont. There is some incidental 
information about Alaska, its history, native 
peoples, and animals, but chief interest and 
value is the tribute to the work of a zealous 
and faithful group in a country that Pope 
Pius XI called “the hardest mission.” 


277.98 Catholic church—Missions || Alaska 
42-25451 


300 SOCIAL SCIENCES 


American academy of political and social 
science, Philadelphia. Labor relations and 
the war; ed. by Herman Feldman (The 
Annals, v.224, November 1942). 1942. 244p. 
The Academy, 3457 Walnut st., Phila., 
$2.50; paper, $2. 


Twenty-eight papers on industrial relations 
policies and practices during the war and 
postwar period. The papers represent the 
point of view of industrial management, 
organized labor, and government. “Labor and 
the war: a selected bibliography,” p.190-195. 
*331.8 Labor and laboring classes 42-36392 


Crump, Irving. Our United States secret 
service. 1942. 264p. plates. facsims. Dodd, 


$2. 


“How the agents of the Treasury department 
carry on war against counterfeiters in their 
protection of the nation’s currency.”—Sub- 
title. A popular account of the work of the 
Secret service in rounding up makers of 
counterfeit money, stamps, and checks, with 
many anecdotes of their captures. 

332.90973 Counterfeits and counterfeiters—U.S. || 


Secret service—U.S. || Crime and criminals—U‘S. 
42-23374 


Tue Booxtist uses the classification numbers and subject headings of Library of Congress cards when 
these are available. When classification and subject headings have been assigned in THe Booxuist office 
this is indicated by an asterisk (*). Alternative numbers are given in brackets. Librarians will alter 
classification and subject headings to accord with their own collections. 


An L. C. card number in curves ( ) indicates an open entry card; in brackets [ ] that the card is for 


some other edition, usually an English one. 


131 





132 





Hazlitt, Henry. A new constitution now. 
1942. 297p. Whittlesey house, McGraw- 
Hill, $2.50. 


An argument for the parliamentary or cabinet 
form of government, showing its superiority 
over our system in efficiency and greater 
responsibility. The analysis of the workings 
of democracy under a written constitution is 
shrewd and constructive and the book is 
thought provoking, irrespective of agreement 
or non-agreement with the conclusions. 


342.733 U.S. Constitution || U.S.—Pol. & govt. 
42-23821 


Mead, Margaret. And keep your powder 
dry; an anthropologist looks at America. 
1942. 274p. Morrow, $2.50. 


Studies of the character and culture of the 
people of the United States and how they can 
be directed toward winning the war. Family 
patterns are scrutinized and compared with 
those of other peoples whom the author has 
observed. This is sociology, anthropology, 
and theory of our democratic culture, de- 
scribed in a style well within the reading level 
of the average person. 
*301 [917.3] National characteristics, American 
42-25037 


Meiklejohn, Alexander. Education be- 
tween two worlds. 1942. 303p. Harper, $3. 


An educator who is known as a liberal writes 
for other educators in this examination of 
education’s relation to society. He reviews the 
educational theories of Comenius, Locke, 
Arnold, Rousseau, and Dewey, and agrees 
with Rousseau’s concept of human brother- 
hood and the state’s responsibility for edu- 
cation. 


370.1 Education—Philosophy 42-22126 


Redding, Jay Saunders. No day of tri- 
umph; with an introd. by Richard Wright. 
1942. 342p. Harper, $3. 


Life in the raw is reported by an educated 
colored man who was sent on a trip through 
the South by the Rockefeller foundation. 
Intolerance and bigotry exist on both sides 
of the color line; the numerous individual 
studies of Negroes indicate the complexity of 
the situation, and the author’s sharpest con- 
demnation is for the complacent snobbery of 
the Negro educators. The first part of the 
book is autobiography. 


325.260973 Negroes 42-22760 


Smith, Denys Harrison H. America and 
the axis war. 1942. 424p. Macmillan, $3. 


The American correspondent of the London 
Daily Telegraph, who has lived in this country 
since 1929, sums up American foreign policy 
since the Versailles treaty. In this review 
of diplomatic events he sees Congress forcing 
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an isolationist policy against the judgment of 
the Administration, and blocking the efforts 
of the presidents toward cooperation with 
other countries. One exception was the Good 
neighbor policy with Latin America, and a 
chapter is devoted to this. 


327.7391 U.S.—For. rel. || Diplomacy 42-25475 


Steinbeck, John. Bombs away; with 60 
photographs by John Swope. 1942. 184p. 
illus. Viking, $2.50. 


“The story of a bomber team, written for the 
U. S. Army air forces”—Subtitle. For pro- 
spective members of the Air force and for the 
parents of men in training, the author de- 
scribes the intensive training of the individual 
members of a bomber crew, and of their per- 
fectly coordinated teamwork. Many fine 
photographs. 


*358.40973 Aeronautics, Military 42-36406 


400 PHILOLOGY 


Ogden, Charles Kay. The general Basic 
English dictionary . . . under the direction 
of C. K. Ogden with the help of a com- 
mittee of the Orthological institute. 1942. 
441p. illus. Evans, Lond.; Norton, $2.50. 


“Giving more than 40,000 senses of over 20,000 
words, in Basic English.”—Subtitle. Only the 
850 words of Basic English and its 50 interna- 
tional words are used in the definitions. Pro- 
nunciation is indicated; abbreviations, foreign 
words, regular word endings, and the Basic 
English vocabulary are appended. Published 
in England in 1940. 


428.25 [432] English language—Glossaries, vocabu- 
laries, etc. || Language, Universal || Basic English 
2-3640 


6402 


500-600 NATURAL SCIENCE— 
USEFUL ARTS 


Bernheim, Bertram Moses. Adventure in 
blood transfusion. 1942. 182p. Smith & 
Durrell, $2.50. 


The lay public, more aware of the importance 
of blood transfusion through Red Cross calls 
for blood donations, is here given a history 
of medical experience with it. The author, a 
surgeon at Johns Hopkins, was a pioneer in 
blood transfusion; he relates the early trials 
of instruments and technique, and such pro- 
gressive steps as the matching of bloods, clot- 
ting prevention, and the use of plasma. 

*615.65 Blood—Transfusion 42-36404 


Brown, John Mason. Insides out, being 
the saga of a drama critic who attended his 


own opening; illus. by Hirschfeld. 1942. 


202p. illus. Dodd, $2. 


Life of a man having an operation, from the 
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time sentence is pronounced until he is able 
to display a well-healed scar. Comments on 
surgeons, hospital life, nurses, and the pa- 
tient’s reactions are genuinely amusing. 

*610.88 Medicine—Anecdotes, facetiae, or = 


Davis, Calvin Victor, ed. Handbook of 
applied hydraulics. 1942. 1084p. illus. 
tables. fold. map. diag. McGraw-Hill, 
fabrikoid, $7.50. 


An engineering handbook representing the 
joint efforts of 18 contributors. Fundamental 
principles are given and examples are drawn 
from recently constructed projects. A knowl- 
edge of elementary hydraulics is necessary. 


627 Hydraulic engineering || Hydraulics 42-23681 


Kent, Louise (Andrews). Mrs. Apple- 
yard’s kitchen. 1942. 319p. Houghton, 
$2.50. 


A highly personalized story of kitchen adven- 
tures, bringing in bits of New England life 
with the recipes. These are wholesome, often 
robust foods; the author has not tried to 
write a general cookbook, but an individual 
one in which she shows the fun of cooking. 

641.5 Cookery, American 42-24242 


Kiphuth, Robert John Herman. How to 
be fit; foreword by John Kieran. 1942. 
131p. illus. Yale univ. press, $2. 


Part I contains exercises for both young and 
middle-aged men, to develop muscles essen- 
tial to good body mechanics and general 
vigor. Part II contains more strenuous exer- 
cises designed for young men working in 
groups or in classes. Under each exercise are 
given directions for movement, purpose, and 
photographic illustration. 


*613.7 Exercise A42-5034 


Kraght, Peter E. Meteorology for ship and 
aircraft operation. 1942. 3738p. illus. tables. 
diag. chart. Cornell maritime press, $3. 


“... a discussion of vertical and horizontal 
winds, their accompanying weather, and the 
problems of aircraft and seacraft operation 
inherent in both. ... The terminology may not 
adhere, in every instance, to convention; but 
departures therefrom are for reasons of sim- 
plicity and emphasis.”—Introd. Many illus- 
trations. 


551.5 Meteorology || Meteorology in aeronautics | 
Meteorology, Maritime wad qo oases 


O’Brien, Howard Vincent. Memoirs of a 
guinea pig; or, Eight years in a doctor’s 
waiting room; illus. by Robert Mills. 1942. 
238p. illus. Putnam, $2. 


Mr. O’Brien has been examined from head to 


133 


toe, wholly and in part, not once, but many 
times, and has undergone various types of 
treatment including surgery and vitamins, 
but still the cause and cure of his defective 
vision remain unknown. He relates the expe- 
riences of his medical wanderings with humor 
but with pointed comment on the ways of 
doctors and clinics. Will be appreciated by 
anyone who has sat even once in a doctor’s 
waiting room. 

610.88 Medicine—Anecdotes, 


facetiae, satire, etc. 


42-24688 


Rather, Howard Christian. Field crops. 
1942. 454p. illus. tables. diag. McGraw- 
Hill, $3.75. 


A college textbook for agricultural students 
taking an introductory course in crop produc- 
tion and land management. 


633 Agriculture 42-23528 


Robbins, Wilfred William and others. 
Weed control, a textbook and manual. 
1942. 543p. illus. tables. diag. McGraw- 
Hill, $5. 


“The object of this volume is to assemble and 
review critically the various methods of weed 
control, including the results of recent inves- 
tigations. . . . There is sufficient treatment 
of reproduction and dissemination of weeds, 
competition between crop plants and weeds, 
and association of weeds with soils and crops 
to give the reader a basic understanding of 
the underlying principles in a weed-control 
program. The main emphasis in the book is 
on practical weed-control methods, and a 
determined attempt is made to evaluate the 
various methods and to point out their re- 
spective uses and limitations under various 
conditions.”—Preface. The authors are botan- 
ists of the University of California Experi- 
ment station; they have drawn data largely 
from the publications of that station, but the 
book’s usefulness will not be limited to that 
state. 


632.58 Weeds || Spraying || Soil disinfection 
42-23343 


Sasso, John. Plastics for industrial use, 
an engineering handbook of materials and 
methods. 1942. 229p. illus. tables. diag. 
McGraw-Hill, $4. 


“In this text chapters on comparative proper- 
ties, molding methods, engineering and fin- 

are followed by chapters on specific 
materials in which properties and applications 
are stressed. Discussion has been confined to 
a limited number of materials which have 
been found particularly suitable for industrial 
products.”—Preface. A directory of trade 
— supply sources, and molders is in- 
uded. 


668 Plastic materials 42-25131 








700 FINE ARTS 


Black, Robert. The art of Jacob Epstein. 
1942. 25lp. plates. 31x2342cm. World pub. 
co., 2231 W. 110th st., Cleveland, Ohio, 
$3.50. 


One hundred photographs of Epstein’s sculp- 
ture and a series of 75 drawings. An intro- 
ductory sketch traces Epstein’s career as a 
sculptor from his early days on New York’s 
lower East Side where he was first interested 
in drawing, to his studies in Paris, his resi- 
dence in England, and his trips back to the 
United States. The sculpture illustrated is 
representative of all his work. The drawings 
are a series of torso studies made in 1928. 


*735 [B] Sculpture || Epstein, Jacob 42-25526 


Frost, Rosamund. Contemporary art; the 
march of art from Cézanne until now; 
photo research and biographies by Aimée 
Crane. 1942. 240p. plates. 26cm. Crown 
publishers, $4. 


The short text merely summarizes the course 
of modern painting and its leading exponents; 
the chief feature of the book is the more than 
200 reproductions, most of them full-page 
size. Many are in color. Biographical notes 
and bibliography are appended. 


*759 Painting 42-36393 


Kennedy, Bess. The lady and the lions. 
1942. 22lp. plates. Whittlesey house, 
McGraw-Hill, $2.50. 


In the remote regions of Texas, along the Rio 
Grande, hunters are employed by the United 
States Biological survey to keep down the 
coyotes, bobcats, and mountain lions that prey 
on sheep and cattle. This young woman 
learned hunting from her husband, then be- 
came the first woman to hold such a job. It 
is a hard, lonely life, living first in a tent, 
then, when they became more prosperous, in 
the luxury of a trailer, constantly on the 
move, often in danger, but holding their own 
even in hard times. Illustrated with photo- 
graphs of the author and her kills. 


799.2774428 Hunting—wU-.S. || Trapping || Pumas 
42-23342 


Oboler, Arch. Plays for Americans. 1942. 
27lp. Farrar & Rinehart, $2.50. 


“Thirteen new non-royalty radio plays.”— 
Subtitle. Propaganda radio plays addressed to 
civilians in the interest of morale and whole- 
hearted war effort. 
792 Radio plays 42-24194 
Watson, Ernest W. Color and method in 
painting as seen in the work of 12 Ameri- 
can painters. 1942. 141p. illus. plates. 
30142cm. Watson-Guptill publications, 330 
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W. 42d st., N.Y., $5. 


The painters are Charles Burchfield, Eugene 
Speicher, Gladys Rockmore Davis, Eliot 
O’Hara, Stanley Woodward, Andrew Wyeth, 
Ogden M. Pleissner, Leon Kroll, Robert 
Brackman, Paul Sample, John F. Carlson, 
Peppino Mangravite. Their methods are de- 
scribed, sometimes by the painters them- 
selves; many half-tone reproductions show 
their work in various media, and one painting 
of each is reproduced in color. 


750 Painting—Technique 42-25525 


800 LITERATURE 


Hall, James Norman. Under a thatched 
roof. 1942. 228p. front. Houghton, $2.75. 


Essays by the author of South Sea adventure 
stories filled with gentle humor and a pleas- 
antly literary flavor. Several have appeared in 
magazines. Partial contents: A word for the 
essayist—The scribbling mania—The spirit of 
place—The state of being bored—Tunnelled 
pages. 

814.5 42-24642 


Hill, Alfred Tuxbury, ed. Campus and 
classroom. 1942. 347p. Harper, $1.52. 


A collection of 30 school stories and essays 
that present actual problems that arise on 
the campus and in the classroom. The selec- 
tions are from books, short stories, maga- 
zines, speeches. Nearly all are by current 
authors. Brief reading references follow each 
group. Grouped under these headings: Get- 
ting the most out of school, Are teachers 
human? Around the campus, Approach to 
college. 


810.822 American literature || Education—U:S. 
42-21744 


Nash, Ogden. Good intentions. 1942. 180p. 
Little, $2. 


More than 100 light poems, wittily insane and 
satiric. Reprinted from magazines. 
*811.5 42-25547 


Torres Rioseco, Arturo. The epic of Latin 
American literature. 1942. 279p. Oxford 
univ. press, $3. 


An introduction to the development of litera- 
ture in the Spanish language countries oi 
South and Central America, with a chapter 
on the literature of Brazil. The modern 
Spanish American novel is discussed as the 
best literary reflection of the culture of an 
entire continent. The book is designed fo! 
the general reader interested in Latin Ameri- 
can culture. 
860.9 Spanish-American literature—Hist. & crit. 
42-24517 
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900 HISTORY 


Broch, Theodor. The mountains wait; 
illus. by Rockwell Kent. 1942. 325p. illus. 
Webb book pub. co., St. Paul, $3. 


The quietly told story of the Nazi conquest 
of Narvik, on the northern coast of Norway, 
by the former mayor of the town. The town 
was retaken by the English, who could not 
hold it, and when the Germans returned the 
mayor escaped, and with the help of the 
American minister, Mrs. Harriman, made his 
way to the United States. Part of the book 
tells of the good life of the small town, and 
its civic enterprises, in the preceding years. 
The illustrations by Kent are especially suit- 
able. 


*940.548 World war, 


1939- —Personal narratives, 
Norwegian || N: 


» Norway 42-36408 


Byas, Hugh. Government by assassination. 
1942. 369p. Knopf, $3. 


An objective study of recent Japanese politi- 
cal history that describes some aspects of the 
Japanese mind. Twenty-three years’ associa- 
tion with the Japanese has given the author 
an understanding of the power of the army in 
government, of the rise of patriotic societies 
and their criminal character, of outstanding 
personalities, and of the place of the Emperor 
as man, god, emperor, and figurehead. His 
ideas on postwar settlements are not ex- 
treme but are based on the idea that there is 
a place for Japan in a universally planned 
order. This is one of the soundest books on 
the Japanese that has been published to date. 
952.033 Japan || World war, 1939- —Japan 

: 42-25289 


Carse, Robert. There go the ships; with 
drawings by Gordon Grant. 1942. 156p. 
illus. Morrow, $2. 


The thrilling story of a convoy’s five months’ 
trip to Murmansk and back, told by a man 
who enlisted as an able seaman in the Mer- 
chant marine. His ship carried tanks, planes, 
ammunition, and tons of TNT. The danger 
was constant, the air attacks frightful, the 
losses of men, matériel, and ships, appalling. 
The crews were mostly farmer boys who had 
never fired a gun, but the convoy reached 
Russia. The story is simply and effectively 
told. About half of it appeared serially in The 
Saturday Evening Post. 
940.545 World war, 1939- —Naval operations 
42-25457 


Dickinson, Clarence E. The flying guns; 
cockpit record of a naval pilot from Pearl 
Harbor through Midway; in collaboration 
with Boyden Sparkes. 1942. 196p. Scrib- 
ner, $2. 

Lieutenant Dickinson was a member of the 
aircraft carrier scouting squadron that liter- 
ally flew into the war as it returned to Pearl 





Harbor on the morning of December 7. Dur- 
ing the next six months he saw action at the 
Marshall islands, Wake, Marcus, and Midway. 
He tells only of happenings in which he had 
a part; his story is one of exciting combat, 
simply told. A condensed version of the book 
appeared in The Saturday Evening Post. 

*940.548173 World war, 1939- —Aerial operations || 
World war, 1939- —Personal narratives, Ts 


Ferrero, Guglielmo. The principles of 
power; the great political crises of history; 
tr. by Theodore R. Jaeckel. 1942. 333p. 
Putnam, $3.50. 


In The gamble: Bonaparte in Italy (1939. 
305p. Oxford univ. press, $3.75. 40-4812) and 
The reconstruction of Europe (1941. 35l1p. 
Putnam, $3.50. 41-14380) the late Italian 
historian endeavored to analyze the great 
wars of 1789-1815 and draw conclusions relat- 
ing to government and war today. This final 
volume presents his theories of government 
and of internal revolutions as the cause of 
wars in a manner at once scholarly and 
original. 
940 Europe—Hist.—Philosophy || Revolutions 
42-19725 


Freeman, Douglas Southall. Lee’s lieuten- 
ants, a study in command. Volume one, 
Manassas to Malvern hill. 1942. 773p. 
plates. maps. Scribner, $5. 


The author is supplementing his Robert E. 
Lee (Booxtist 31:234, Mr 35) with a monu- 
mental trilogy on the other men in command 
in the Confederate army. It is not individual 
biographies, but a combination of biography 
and military history, showing these men en- 
gaged in a common task—the directing of 
soldiers and strategy. It is a solid work, well 
documented; many maps. 


973.73 U.S.—Hist.—Civil war || U.S.—Hist.—Civil 
war—Biog. 42-24582 


Gordon, Matthew. News is a weapon; in- 
pap by Elmer Davis. 1942. 267p. Knopf, 
2.50. 


Primarily an exposure of German, Japanese, 
and Italian tricks, tactics, techniques, and 
strategy in using newspapers and radio to 
distribute real and manufactured news. Setup 
of the various American news-gathering 
agencies is also presented and comment made 
on the lack of coordination among United 
Nations reportings. Like Rolo’s Radio goes 
to war (Booxktist 38:205, F 15 42) this book 
helps the civilian to evaluate more intelli- 
gently news either heard or read. 


940.54887 World war, 1939- —Propaganda 42-24537 


Gramling, Oliver and others. Free men 
are fighting; the story of World war II. 
+ 488p. maps. Farrar & Rinehart, 
3.50. 
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A review of events from August 28, 1939 to 
July 4, 1942, taken from eyewitness reports 
of Associated press correspondents around 
the world. Many of the accounts are vividly 
and dramatically told and together they make 
a good summary of the progress of the first 
three years of fighting. Twenty-five maps 
effectively illustrate the text. 


940.53 World war, 1939- 42-24798 


Hambro, Carl Joachim. How to win the 
peace. 1942. 384p. Lippincott, $3. 


Internationalism is again stressed as the key- 
note of postwar planning, with emphasis on 
need for cooperation in economic, financial, 
and educational affairs. Some of the material 
is familiar but the book is noteworthy for its 
defense of the rights of small nations. The 
author is president of the Norwegian parlia- 
ment and of the League of nations assembly. 


940.531 World war, 1939- —Peace || International 
cooperation 42-24540 


Lochner, Louis Paul. What about Ger- 
many? 1942. 395p. plates. Dodd, $3. 


The former chief of the Associated press 
bureau tells the now familiar story of the 
growth of the Nazi party, its seizure of power, 
its use of that power, and its war technique. 
He believes there are large numbers of Ger- 
mans opposed to the Nazis with whom the 
democracies can work after the war. 


943.085 Germany—Pol. & govt. || eee sues 
ism || World war, 1939- —Germany 535 


Milton, George Fort. Abraham Lincoln 
and the fifth column. 1942. 364p. illus. 
facsim. Vanguard, $3.50. 


Activities of the individuals and organizations 
that operated against the Union cause during 
the Civil war. The author distinguishes be- 
tween members of the loyal opposition, such 
as Governor Seymour of New York, and the 
dangerous individuals or groups, such as 
Knights of the golden circle, that encouraged 
desertion and open treason. Stress is on per- 
sonalities. Less scholarly and more dramati- 
cally presented than Gray, Hidden civil war 
(Booxuist 39:46, O 15 42). 


973.71 Lincoln, Abraham || U.S.—Pol. & rr 
Civil war 42-23235 


Packard, Reynolds and Packard, Eleanor. 
Balcony empire, Fascist Italy at war. 1942. 
380p. Oxford univ. press, $3. 


Two American correspondents tell what they 
saw in Italy during three years that ended 
in their internment following the declaration 
of war. They report increasing friction with 
the Nazis, lethargy about the war as priva- 
tions multiply, and fifth column strength 


*940.5345 World war, 1939- —Italy || Fascism 
42-25891 


THE BOOKLIST 


Peffer, Nathaniel. Basis for peace in the 
Far East. 1942. 277p. Harper, $2.50. 


The author’s peace plans call for a Japan 
stripped of all military power and ambitions 
but given an opportunity to develop a fuller 
material life, and the encouragement of self- 
government and free economic development, 
particularly in China, that will mean a renun- 
ciation of gains and economic advantages 
enjoyed by the Western world during the last 
century. Parts of this book are adapted from 
a monograph prepared by the author for the 
Institute of Pacific relations under the title 
Prerequisites to peace in the Far East. 


940.531445 Reconstruction (1939- )—East (Far 
East) 4 


2-25169 


Schwarzschild, Leopold. World in trance; 
from Versailles to Pearl harbor. 1942. 445p. 
L. B. Fischer, $3.50. 


The thesis of the book is that the period from 
1918 to the late ’30’s was not a time of peace 
but a truce during which Germany quietly 
rearmed without intervention from other na- 
tions that either failed to see or admit the 
remilitarization. Details of this rebuilding 
of power are given, with particular attention 
to German relations with France and England. 
The author, formerly an editor in Germany, 
advises for postwar years extreme measures 
in the treatment of Germany and other “dan- 
gerous quarters.” 


940.5 Europe—Politics—1914- || World war, 1939- 
42-24638 


Thompson, Dorothy. Listen, Hans. 1942. 
292p. Houghton, $2.50. 


The author prefaces the reprint of her broad- 
casts to Germany with a concise analysis of 
the German mind and the meaning of Ger- 
man history, and with her opinions about the 
future of that country. The broadcasts, made 
during the spring and summer of 1942, are 
aimed at the German people but addressed to 
one man, an anti-Nazi, who is urged to start 
a revolution against Hitlerism. 


*940.53 World war, 1939- || Germany 42-50070 


910 DESCRIPTION AND TRAVEL 


Gray, Peter S. People of Poros, a portrait 
of a Greek island village; illus. by Muriel 
Hannah. 1942. 325p. plates. Whittlesey 
house, McGraw-Hill, $3. 


An American author’s friendship with the 
villagers of Poros is founded on several years’ 
residence on their island. He drank wine with 
them, attended wakes and carnivals, swam, 
fished, went boating with them, and learned 
to appreciate their customs, superstitions, and 
philosophy. His sketches are leisurely and 
=" conveying the atmosphere of the 
islan 


914.99 Poros, Greece—Soc. life & cust. 42-21875 
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Kirk, Betty. Covering the Mexican front, 
the battle of Europe versus America. 1942. 
367p. illus. Univ. of Okla. press, Norman, 
$3. 

Capable reporting of Mexican politics with 
characterizations of leading men and sum- 
maries of the great controversial questions 
such as education, the church, labor, land 
distribution, oil expropriation, and relations 
with the United States. Some of her con- 
clusions may be disputed, but Josephus Dan- 
iels, in his friendly introduction says: “Betty 
Kirk has written, with wealth of information 
and background, a volume that gives the best 
analysis and truest picture of Mexico of this 
decade. It reveals Mexicans as Good Neigh- 
bors, worthy of the regard of those above the 
Rio Grande, possessed of the same aspirations 
as govern the people of the United States.” 


*917.2 Mexico—Pol. & govt. || Mexico—Econ. con- 
dit. 42-25473 


Richardson, Sullivan C. Adventure south. 
1942. 330p. illus. Arnold-Powers, 7626 N. 
Ashland ave., Chic., $3.50. 


“Three men and a lone car blaze the Pan 
American highway route down two continents 
to Cape Horn!”—Subtitle. The men were in- 
terested also in photographing the country, 
people, and museum treasures, and letters 
to high officials procured unusual privileges. 
Over two-thirds of the book deals in great 
detail with the incredible journey mainly 
through the roadless west coast jungles of 
Mexico and Central America. While the 
detail is excessive, it does give a vivid picture 
of the country which may be of considerable 
practical value to future trail blazers. In the 
16,000-mile trip from Detroit to Cape Horn, 
the travelers made many friends. They like 
Latin Americans, made a real effort to under- 
stand them, and offer good advice to North 
Americans. Only one of the men, the author, 
spoke Spanish. Excellent photographs; end- 
paper map. 


*918 Spanish America—Descr. & trav. 42-36403 


920 OR B BIOGRAPHY 


OFaolain, Sean. The great O'Neill, a 
biography of Hugh O’Neill, earl of Tyrone, 
1550-1616. 1942. 374p. Duell, Sloan & 
Pearce, $3.75. 


In this study of the life and times of an 
Irish leader who defied Queen Elizabeth, 
Irish-English relations of the sixteenth cen- 
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tury are interpreted as a conflict between two 
civilizations. The complex internal and for- 
eign Irish problems, presented in scholarly 
but readable manner, may limit the book’s 
use to those with some knowledge of Irish 
history. 

. 1, 2d f one’s 
ian — es eat82 


Steel, Johannes, pseud. Men behind the 
war; a “who’s who” of our time. 1942. 
447p. Sheridan house, $3.50. 


Biographical and character studies of 75 
European, Asiatic, and Australian leaders of 
today. An evaluation of their political beliefs 
and record indicates whether or not each is 
fitted to take part in the rebuilding of the 
postwar world. The evaluations are from a 
liberal point of view, and are shrewd esti- 
mates even of the idols of the day. 
920 Biography 


Steele, Zulma. Angel in top hat. 1942. 
319p. plates. Harper, $3.50. 


Up to the time Henry Bergh saw a man beat- © 
ing a horse in St. Petersburg he had never 
shown much interest in animals. He had been 
a well-to-do New York dandy who had trav- 
eled abroad and served a short time in the 
American legation in St. Petersburg. In 1866 
he founded the American Society for the 
prevention of cruelty to animals and during 
the next 20 years became one of the best 
known figures in New York. The story of his 
crusade for justice for animals, and later for 
children, presents a picture of the inhumane 
conditions prevalent in the nineteenth cen- 
tury. Although Bergh’s crusade started as an 
individual project, the movement was soon 
copied in other cities and resulted in legal 
protection for ani 

B Bergh, Henry || Animals, Treatment of || 
American society for the prevention of cruelty to 
animals 42-24698 


42-25166 


Ybarra, Thomas Russell. Young man of 
the world. 1942. 316p. plates. Ives Wash- 
burn, $3. 


Although lightly written this book lacks the 
hilarity of Young man of Caracas, and is 
inevitably less picturesque. The author tells 
more about his schooling, carried on in 
Europe, Massachusetts, and Venezuela, be- 
tween family migrations, and then relates 
experiences during the years he traveled 
about the world as a foreign correspondent 
for Collier’s and the New York Times. 


B 42-36382 





Fiction 


Allis, Marguerite. The splendor stays, an 
historic novel based on the lives of the 
seven Hart sisters of Saybrook, Connecti- 
cut. 1942. 497p. Putnam, $2.75. 


Janett Hart, mother of the seven, insisted, in 
an age when feminism was a very new force, 
that her daughters be sent to school. Whether 
because of the schooling or their own beauty 
and charm, four of her daughters led lives 
quite different from the restricted existence of 
the majority of women of their day. Ann, who 
married Isaac Hull, a naval hero, and Jean- 
nette, who almost married Simon Bolivar, 
are the outstanding sisters. The novel is 
overly long but interesting in the details of 
picturing family life and political and reli- 
gious sentiments in New England, Washington, 
D. C., and South America in the first third of 
the nineteenth century. 

42-24491 


Caldwell, Erskine. All night long, a novel 
of guerrilla warfare in Russia. 1942. 283p. 
Duell, Sloan & Pearce, $2.50. 


The success of the Russian guerrilla fighters 
was due in part to the time they had had to 
equip and train themselves for this type of 
warfare. Mr. Caldwell’s book covers a short 
period early in the winter of 1941; it follows 
the activities of Sergei after the Germans 
came to his village and he joins, by prear- 
ranged plan, the fighters in another village. 
Preparation, tactics, and achievements of the 
civilian warfare are simply and directly 
described. There is little attempt at charac- 
terization or plot, but there is suspense in the 
actions described. Serialized in Redbook. 

42-36397 
Davis, Fitzroy. Quicksilver. 1942. 620p. 
Harcourt, $3. 


“For drama groups and students of stage 
techniques, there is excellent material in this 
story of a road company on tour with Romeo 
and Juliet. The interpretations of Shakes- 
peare’s text and the thoughtful care that goes 
to the reading of every line are illuminating 
and impressive. The characters are lifelike 
and the qualities that go to make an actor 
are well brought out. Unfortunately, there is 
too much of the seamy side of life backstage 
to make the book desirable for general cir- 
culation.”—Wisconsin Library Journal. 


42-22143 
Horgan, Paul. The common heart. 1942. 
398p. Harper, $2.50. 


The setting is Albuquerque; characters are 
genuine but the story lacks a central core and 


point. A doctor, no longer young, falls in love 
with a visiting novelist, but a shock restores 
his wavering faithfulness to his invalid wife 
and the novelist goes on to other fields. Sub- 
plots concern the doctor’s son, who feels with- 
out understanding the lack of security in his 
home, the blighted romance of a boy, and the 
family life of a Fred Harvey waitress. 


42-25235 


Lasswell, Mary. Suds in your eye; with 
illus. by George Price. 1942. 219p. illus. 
Houghton, $2. 


Mrs. Feeley had inherited her husband’s junk 
yard, and when financial and domestic afflic- 
tions struck her friends she was able to make 
room for them by putting up partitions, sup- 
plemented by secondhand velvet curtains, in 
her barnlike one-room house. The three old 
girls liked their beer; Mrs. Rasmussen, who 
did the cooking, allotted a generous slice of 
the budget to beer, in cases: Miss Tinkham, a 
former music teacher of excessive refinement, 
sold the flowers Mrs. Feeley grew among her 
junk, to sailors in the taverns. In their leisure 
time the three rowdies attended a Spanish 
class and connived at a romance for their 
teacher. 


42-25812 


McKee, Ruth Eleanor. Storm Point, a 
novel. 1942. 337p. Doubleday, $2.50. 


The story of Sheila Storm’s search for emo- 
tional stability and maturity from early to 
late adolescence. The brooding atmosphere 
of the isolated house on the northern Cali- 
fornia coast and the three associates of her 
childhood, her temperamental parents and 
religious but practical grandmother, are the 
strongest influences of her early years. Sev- 
eral tutors expand her world, but only 
through the experiences of her college years 
does she reach maturity and then returns to 
Storm House. 


42-24443 


Petit, Magdalena. La Quintrala; tr. by 
Luli Vargas Vila. 1942. 190p. Macmillan, 
$2. 


Character study of a notorious figure in 
Chile’s colonial history. La Quintrala was a 
vicious woman of the seventeenth century 
whose beauty, wealth, and family prestige 
kept her from punishment for her crimes and 
sins. The story of her life makes a horror 
tale that may, however, have only limited 
appeal because of the setting. 

Rios y Lisperguer, Catalina de los—Fiction 42-24288 
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Ross, Ishbel. Isle of escape. 1942. 300p. 
Harper, $2.50. 


Satisfactory light reading in a novel about 
a group of refugees who arrive in New York 
on the same ship. Bill, a reporter returning 
from Europe, makes friends with all of them 
and is the link between their various desti- 
nies. He uncovers a fifth column ring, and 
falls in love with an English girl. Under the 
guise of romantic fiction the book conveys 
information about the complex problem of 
assimilating the refugees of the professional 
class. 

42-21235 


Scholz, Jackson Volney. Soldiers at bat. 
1942. 271p. illus. Morrow, $2. 


Kip Dane, a good baseball player headed for 
the big league, enlisted in the Army when war 
was declared. This is the tale of Kip’s bad 
luck at the beginning of camp life, his adven- 
tures in army baseball, and among his fellow 
soldiers. Finally he won their respect and 
liking, as well as his corporal stripes. Older 
boys and many baseball fans will enjoy the 
simple, lively story. 

42-19436 


Sims, Marian (McCamy). Beyond surren- 
der, a novel. 1942. 492p. Lippincott, $2.75. 


The plantation owners faced difficult days 
after 1865, and this novel tells of Denis War- 
den’s 12-year struggle that began when he 
returned from the Confederate army to the 
South Carolina home his mother had managed 
for him. Carpetbaggers, freed slaves, the 
shifting of wealth and standards. all com- 
bined to harass Denis as he fought to keep 
the plantation, and an unwise marriage 
brought little personal happiness. Apparently 
an honest picture, with many pages of local 
and state politics. 


Reconstruction—South Carolina—Fiction 42-24435 


Swinnerton, Frank Arthur. Thankless 


child. 1942. 380p. Doubleday, $2.50. 


Mordred Snapes, an English advertising writ- 
er, has an idea of his own talents with which 


no one else ever agreed. His two friends are 
his daughter and an old schoolmate. His 
jealous love of Frankie, the daughter, is 
challenged when Frankie meets an intelligent 
and gifted artist. The whole story is a 
psychological study of Mordred, Frankie, and 
the old schoolmate, done with discernment 
and understanding of character. 


42-25367 


MYSTERY AND DETECTIVE STORIES 


Boutell, Anita. Cradled in fear. 1942. 303p. 
Putnam, $2.50. 


42-24598 


Carr, John Dickson. The emperor’s snuff- 
box. 1942. 298p. Harper, $2. 


42-24671 


Cunningham, Albert Benjamin. The Ban- 
cock murder case. 1942. 250p. Dutton, $2. 


42-21435 


Disney, Dorothy Cameron and Perry, 
George Sessions. Thirty days hath Sep- 
tember. 1942. 278p. Random house, $2. 


42-25511 


Eberhart, Mignon (Good). Wolf in man’s 
clothing. 1942. 294p. Random house, $2. 


42-36399 


Hilliard, Alec Rowley. Outlaw island. 1942. 
307p. Farrar & Rinehart, $2. 


42-22270 


Home, Michael. The house of shade. 1942. 
312p. maps. Morrow, $2.50. 
42-21689 


Taylor, Phoebe Atwood. Three plots for 
Asey Mayo. 1942. 318p. Norton, $2. 
Contents: The Headacre plot—The Wan- 
der Bird plot—The swanboat plot. 


42-23668 


“There is neither time nor room for softness or laziness in the Air Force. The cadet will 
work harder and longer than he thought he could. He will study harder than he has ever 
studied in school. He will play violently and eat enormously and he will emerge tough, 
competent, and sure. He will be a crew mate in the hardest-hitting, most competent team 
this country has ever produced. This is really the Big League in the toughest game we 
have ever been up against, with the pennant the survival and future of the whole nation. 

If the training of a bomber crew is hard, it is hard for a purpose. For great responsibilities 
are put into the hands of these young men: the simple responsibility for the expensive and 
intricate machine that is the bombing plane, responsibility for the secrecy of the bomb 
sight, and beyond these the greatest responsibility of all, for to a large extent the bomber 
team will be responsible for the safety and survival of the nation.” 


From Bombs away, by John Steinbeck. 





Sertes and Editions 


Air-age education series. Macmillan. 


This series represents an innovation in high 
school textbooks in spreading aviation mate- 
rial throughout the curriculum with the pur- 


pose of preparing youth for “constructive - 


living as world citizens in the air age” rather 
than limiting it to technical courses. Well 
illustrated, attractive books; some will be used 
in public libraries as well as schools. The 
titles and subtitles indicate their scope. The 
following teachers’ manuals are available: 
The biology of flight by Frederick L. Fitz- 
patrick and Karl A. Stiles, paper, 20c; Ele- 
ments of pre-flight aeronautics for high 
schools, by Nebraska university, Teachers 
college, paper, 48c; Science of pre-flight 
aeronautics for high schools, ed. by George 
Franklin Stover, paper, 80c. Prepared with the 
cooperation of the Civil aeronautics adminis- 
tration, sponsored by the Institute of the 
aeronautical sciences. 


Arey, CHARLES KENNETH. Elementary school 
science for the air age, a teachers’ guide. 1942. 
145p. illus. charts. diag. cloth, 72c. 

629.13 Aeronautics 42-22007 


BartTtett, Hatu. Social studies for the air age 
(a text for high school students). 1942. 169p. 
illus. maps. diag. cloth, 60c. 

629.13 Aeronautics 42-21935 


Baver, Husert ANTON. Globes, maps, and sky- 
ways (a text for high school students). 1942. 
75p. illus. diag. cloth, 40c. 

629.1325 Navigation (Aeronautics) 42-22006 


Couen, Rose N., ed. Flying high (an anthology 
of aviation literature for junior high school 
students). 1942. 320p. illus. cloth, 76c. 


629.13082 Aeronautics 42-21934 


CoLUMBIA UNIVERSITY. Teachers college. Avia- 
tion education research group. Science of 
pre-flight aeronautics for high schools. 1942. 
eo illus. fold. map. charts. diag. cloth, 
1.32. 


629.13 Aeronautics 42-22183 


Cross, ErHaAN ALLEN, ed. Wings for you (a 
book about aviation for senior high school 
students). 1942. 355p. illus. cloth, 76c. 

629.13082 Aeronautics 42-21933 


ENGELHARDT, NicKoLaAus Louis. Education for 
the air age (a guide for teachers and admin- 
istrators). 1942. 55p. illus. maps. paper, 24c. 
629.13071273 Aeronautics—Study and teaching 

42-22192 
FITZPATRICK, FREDERICK LINDER and STILEs, 
Kart A. The biology of flight (a text for high 
school students). 1942. 162p. illus. tables. 
diag. cloth, 64c. 


629.13256 Flight || Aeronautics 42-22004 


MANZER, JAMES GORDON AND OTHERS. Physical 
science in the air age (a teachers’ guide). 
1942. 198p. illus. diag. cloth, 80c. 

629.13 Aeronautics 42-22003 
NEBRASKA. UNIversITy. Teachers college. Avi- 
ation education research group. Elements of 
pre-flight aeronautics for high schools. 1942, 
556p. illus. tables. diag. maps. cloth, 96c. 
629.13 Aeronautics 42-22005 
OsTEYEE, GrorcE. Mathematics in aviation (a 


text for high school students). 1942. 186p. 
illus. charts. diag. cloth, 64c. 


511.9 Aeronautics || Mathematics—Problems, exer- 
cises, etc. 42-21932 


RENNER, GEORGE THomas. Geographic educa- 
tion for the air age (a guide for teachers and 
administrators). 1942. 17p. paper, 20c. 


*910 Geography 42-36394 
——Human geography in the air age (a text 
for high school students). 1942. 238p. illus. 
maps. charts. diag. cloth, 64c. 


910 Aeronautics, Commercial || Geography—Text- 
books 42-21930 


and Bauer, Husert A. The air we live in. 
1942. 47p. illus. charts. diag. cloth, 36c. 
629.1324 Meteorology in aeronautics 42-21931 


Wiser, GorDoN OwEN and NEvuTHARDT, EMER- 

son E. Aeronautics in the industrial arts 

program (a handbook for students and 

—— 1942. 252p. illus. tables. diag. cloth, 
c. 


629.13334 Aeroplanes—Models || Aeronautics 
42-22002 
Barnes dollar sports library. A. S. Barnes. 


LoweLL, FrepertcK Paut. Jiu-jitsu; photo- 
graphs by Anita Lowell. 1942. 83p. illus. 
796.81 Jiu-jitsu 42-23690 


Blue ribbon books, each, $1. 


BROWNING, ELIZABETH (BARRETT) and Brown- 
ING, Rospert. The best known poems of Eliza- 
beth & Robert Browning. 


Deroz, Danret. Best known works of Daniel 
Defoe, including Robinson Crusoe and A 
journal of the plague year. 


Linscort, Rosert Newron, comp. Comic re- 
lief, an omnibus of modern American humor. 


REYNOLDS, QUENTIN JAMES. Convoy. 


Grosset & Dunlap reprints. 

Curistire, AGATHA (MILLER). N or M? 85c. 
FeErBer, Epna. Cimarron. 50c. 
GREENAWAY, Emity. Sweepstakes. 85c. 
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Himton, JAMES. Random harvest. $1.39 until 
Dec. 31, only. 


Jones, Narp. Swift flows the river. $1. 
McKenney, Rut. My sister Eileen. 50c. 


MavucHam, WILLIAM SoMERSET. The moon and 
sixpence. 50c. 


SatTEN, Fetrx. Fifteen rabbits. 50c. 
Wvtie, Ina Atexa Ross. Keeper of the flame. 
$1. 


Introductory aviation series. McGraw- 
Hill. 

A new series of aeronautic books written to 
acquaint young people with aviation funda- 
mentals. Clearly written, avoiding undue 
technicalities; the subject matter is presented 
from the pilot’s viewpoint. Review questions, 
many illustrations. 

SxreLps, Bert A. Principles of aircraft en- 
gines. 1942. 378p. illus. diag. $1.88. 

629.13435 Aeroplanes—Motors 42-23815 
——Principles of flight. 1942. 363p. illus. fac- 
sims. diag. $1.88. 
629.13 Aeronautics 42-23959 


Modern library, each, cloth, 95c. 


BettaMy, Epwarp. Looking backward, 2000- 
1887; with an introd. by Heywood Broun. 
1942, 276p. 


42-36365 
Byrne, Donn. Messer Marco Polo. 1942. 147p. 
42-36366 
Paut, Extrot Harotp. The life and death of 
a Spanish town. 1942. 427p. 
946.7 Santa Eulalia, Iviza || Spain—Hist. 42-36369 
SANTAYANA, GEORGE. The philosophy of San- 


tayana; with an introductory essay by Irwin 


Edman. 1942. 596p. 
191.9 42-36370 


Reference shelf. H. W. Wilson. 


Batrp, ALBERT CRAIG, comp. Representative 
American speeches: 1941-1942 (v. 16, no. 1). 
1942. 297p. $1.25. 


815.50822 American orations || Speeches, addresses, 
etc. (38-27962) 
NicHots, Ecpert Ray, comp. A federal sales 
tax. Assisted by Charles Wallis (v. 15, no. 10). 
1942. 259p. $1.25. 


*336.2 Sales tax 42-25828 


Rochester technical series. Harper. 
Cuane, GrorceE W. Motion and time study. 


1942. 88p. illus. diag. forms. $1.40. 
658.542 Motion study || Time study 42-22373 


ELBERFELD, Joun. Strength and properties of 
materials, 1942. 150p. illus. tables. diag. $1.75. 
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620.1 Building materials {I Metals || Strength of 
materials || Strains and stresses 42-18277 


Star dollar books. 


Levant, Oscar. A smattering of ignorance. 


Ysarra, THomMaAS RvuSSELL. Young man of 
Caracas. 


Sun dial books. 


as. Taytor. The earth is the Lord’s. 


FRANKEN, Rose. Claudia; the story of a mar- 
riage. $1. 


HicHet, Heten MaclInnes. Above suspicion, 
by Helen MacInnes [pseud.]. $1. 


Keyes, FRANCES PARKINSON (WHEELER). Field- 
ing’s Folly. $1. 


MacDonatp, Witt1am COoLt. 
Three-Cross. 79c. 


ae, Wiiuram Somerset. Up at the villa. 
c. 


WerFEL, FRANZ V. Embezzled heaven. $1. 


The battle at 


Triangle books, each, 49c. 
Du Maovrier, DAPHNE. Rebecca. 
EBERHART, MicNon (Goon). 
whip. 

Epmonps, WALTER Dumaux. Rome haul. 
GARDNER, ERLE STANLEY. Murder up my sleeve. 


WILLoucHBy, FLORENCE (BARRETT). Spawn of 
the north. 


The hangman’s 


World’s classics. Oxford univ. press, each, 
cloth, 95c. 


Bm ey, Rosert, ed. Speeches and documents 
in American history. Vol. IV: 1914-1939. 1942. 
300p. 


*973 U.S.—Hist. 42-36395 


Allen, Betty and Briggs, Mitchell Pirie. If 
you please! A book of manners for young 
moderns. 1942. 239p. illus. Lippincott, $2; 
school ed., $1.40. 


This book of etiquette, addressed to young 
people, is based on the authors’ Behave your- 
self (Booxutst 34:76, O 15 37). Many pages 
and even whole chapters are reprinted; new 
material is added, and the illustrations are 
improved; in spite of the publisher’s state- 
ments, the book is not “brand-new and com- 
pletely different,” it is a revised edition of 
Behave yourself and its use will be as a re- 
placement, not a companion volume. 


395 Etiquette || Youth 42-5324 


Baxter, William Thomas. Jewelry, gem 
cutting, and metalcraft; with a section on 
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Identification of gem stones, by Henry C. 
Dake. 2d ed. 1942. 287p. illus. Whittlesey 
house, McGraw-Hill, $2.75. 


Additions to the text enlarge the book about 

one fifth, and there are many new illustra- 

tions. For first edition see Boox.ist 34: 346, Je 
38. 


739.27 Jewelry || Gems || Metal-work || Handicraft 
42-25130 


Bryan, Edwin Horace, jr. American Poly- 
nesia and the Hawaiian chain. 1942. 253p. 
plates. maps. Tongg pub. co., Honolulu, 
Hawaii, $2.50. 


Eleven short chapters on the Hawaiian islands 
reprinted from the magaziné Paradise of the 
Pacific, and one on Wake island are new; the 
bibliography is expanded. The first edition 
was noted in Booxuist 38:111, D 1 41. 


919.6 Polynesia—Descr. & trav. || Coral —_ a 
islands -36396 


Hickman, Cleveland Pendleton. Physio- 
logical hygiene. Rev. ed. 1942. 482p. illus. 
tables. diag. Prentice-Hall, $3.25. 


Anatomy and physiology are presented as a 
foundation for hygiene in this college text- 
book. New material on such subjects as pre- 
ventive medicine and nutrition has been add- 
ed, as well as two chapters on common infec- 
tious diseases and dental hygiene. 
613 Hygiene || Physiology 42-18444 
Jacobson, Edmund. You must relax, a 
practical method of reducing the strains 
of modern living. Rev. ed. 1942. 261p. 
ory Whittlesey house, McGraw-Hill, 
wd 


Two chapters on sleep, one on war nerves, 
and new material on blood pressure bring up 
to date a book listed in Boox.ist 30: 271, 
My 34. 


616.84 Rest || Nervous system—Hygiene 42-24169 


Kells, Lyman M. and others. Spherical 
trigonometry with naval and military 
applications. Second impression. 1942. 
163p. + 118p. illus. tables. diag. McGraw- 
Hill, $2.40. 


This is a revision of the spherical trigo- 
nometry section of the author’s Plane and 
spherical trigonometry (1940. 401p. illus. 
McGraw-Hill, $2. 40-31162) giving the more 
important applications of trigonometry and 
logarithms to navigation and related subjects. 
The author’s Five-place logarithmic and trig- 
onometric tables, published in 1935, is bound 
with it. The book is also available without 
these 118 pages of tables, at $1.50. 


*514.6 Trigonometry 42-36400 


Leighou, Robert Benjamin. Chemistry of 
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engineering materials. 4th ed. 1942. 645p. 
illus. tables. diag. McGraw-Hill, $4.50. 


The third edition (Booxktist 27:420, My 31) 
has been rewritten by members of the chem- 
istry faculty of the Carnegie institute of 
technology with many changes in content and 
treatment to bring it up to date. 


620.1 Chemistry, Technical || Building materials 
42-23138 


Pope, Francis and Otis, Arthur S. Ele- 
ments of aeronautics. 1941. 660p. illus. 
tables. diag. Putnam, $3.75. 


A textbook of high school grade which states 
that it prepares students for the Civil aero- 
nautics authority examination. First published 
in 1941 by World book company, reissued by 
Putnam with no statement of change. 


629.13 Aeronautics 42-36405 


Robb, David Metheny and Garrison, J. J. 
Art in the western world. Rev. ed. 1942. 

a illus. plans. Harper, $5; school ed.; 
4. 


A section on minor arts has been added, and 
portions of the book revised and amplified. 
For first edition see Booxuist 32:134, Ja 36. 


709 Art—Hist. || Architecture—Hist. || Seine 
—Hist. || Painting—Hist. 2-25191 


U.S. Navy dept. Nomenclature of naval 
vessels; reprinted by permission of the 
U.S. Navy dept., Washington, D. C. Rev. 
1942. 1942. 89p. illus. Chemical pub. co., 
Brooklyn, N. Y., $1.25. 


A glossary of technical terms related to naval 
vessels and their construction, first published 
in pamphlet form and now revised and en- 
larged. Includes blueprint abbreviations, sym- 
bols of riveting schedules, and drawings of 
charts of ships’ sections. 


623.803 Ship-building—Dictionaries 42-23170 


Wilson, H. W., firm, publishers. Standard 
catalog for high school libraries; a selected 
catalog of 3800 books. Part 1. Dictionary 
catalog; Part 2. Classified catalog. 4th ed.; 
ed. by Isabel S. Monro, assisted by Ruth 
Jervis. 1942. 1150p. Service basis. 


“The fourth edition of this catalog includes 
3835 books fully catalogued and 1025 books 
entered briefly at the heads of classes as 
notes. There are also 500 pamphlets and series 
of pamphlets included and a list of sources 
for pictures. There are 900 books starred for 
first purchase; 359 of these are double starred.” 
—Preface. The 600 classes have been en- 
larged; the fiction is also expanded. Most 
out-of-print books have been dropped. 


016 School a (High school) || Children’s 
literature—Bib]l 42-36371 
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Children’s Books 


Adams, Jean and Kimball, Margaret. 
Heroines of the sky. In collaboration with 
Jeanette Eaton. 1942. 295p. plates. Double- 
day, $2.50. 


Accounts of the achievements, personal hero- 
ism, and personalities of women pioneers in 
aviation. They include Harriet Quimby, 
Mathilde Moisant, Katherine Stinson, Ruth 
Bancroft Law, Phoebe Fairgrave Omilie, Ruth 
Nichols, Louise Thaden, Mae Haizlip, Blanche 
Wilcox Noyes, Amelia Earhart, Elinor Smith, 
Frances Harrell Marsalis, Helen Richey, 
Laura Ingalls, Anne Lindbergh, Jacqueline 
Cochrane, and Gladys O’Donnell. Junior and 
senior high School. 


920 Women in aeronautics 42-25405 


Arason, Steingrimur. Smoky bay; illus. 
by Gertrude Howe. 1942. 189p. illus. Mac- 
millan, $2. 


An appealing story of a small boy of Iceland 
who loved and was proud of his own country 
but dreamed of following his uncle to Amer- 
ica, that wonderful land of promise. This 
account of spring and fall roundups, harvest 
days, shepherding, special days, and story- 
telling, recalls the author’s own childhood; 
probably much of it is still true today. Attrac- 
tive format. Grades 4-6. 


Iceland—Stories 42-25238 


Banning, Kendall. Submarine! The story 
of undersea fighters; illus. by Charles 
Rosner. 1942. 5lp. illus. 29x 23cm. Ran- 
i‘ house, boards with cloth backbone, 


This book, similar in format to Law, Fighting 
planes of the world (Booxtist 39: 109, N 15 
42) gives a surprising amount of information 
on the submarine—history and development, 
design and operation, the torpedo, anti-sub- 
marine craft, the submarine in action in three 
wars, and requirements and training for sub- 
marine service. One chapter contains miscel- 
laneous interesting facts to remember. Less 
detailed than Zim’s Submarines (BOOKLIST 
39:18, S 42). Grades 5-9. 


359 Submarine boats || Submarine warfare 
42-24607 


Bishop, Claire Huchet. The man who lost 
his head; illus. by Robert McCloskey. 1942. 
49p. illus. Viking, boards, $1. 


Younger readers—and their older brothers 
and sisters as well—will enjoy the absurd 
predicament of the man who awoke one 
morning to find his head missing. The illus- 
trations in this picture book are as diverting 
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in every detail as the adventures of the man 
while searching for his head. Ages 5-10. 
42-25584 


Blackstock, Josephine. Wings for Nikias; 
drawings by Rafaello Busoni. 1942. 181p. 
illus. Putnam, $2. 


This is the story of a small boy obsessed by 
two things—the desire to fly and the fear that 
he lacks courage. The coming of war to his 
country gives Nikias an opportunity to test 
his bravery. A good picture of village life in 
modern Greece with its interesting customs, 
legends, superstitions, and colorful festivals. 
Grades 5-7. 


Greece, Modern—Stories 42-23977 


Dean, Sidney Walter. Fighting Dan of the 
Long Rifles; with illus. by Manning deV. 
Lee. 1942. 320p. plates. map. Macrae- 
Smith, $2.50. 


A fictionized biography of General Morgan, 
soldier and patriot of the Revolution, who 
“fought everywhere—was beaten nowhere.” 
Beginning with Morgan at nineteen, a fron- 
tier wagoner, this lengthy but informal ac- 
count follows the intrepid fighter and his 
Virginia Rifles through the danger and glory 
of battle, and pictures the gradual shaping of 
a united nation. Well authenticated. By the 
author of He fought for freedom (BooxKtist 
pe wot Ja 1 41). Junior and senior high 
school. 


B Morgan, Daniel 42-22814 


De Angeli, Marguerite. Up the hill. 1942. 
88p. illus. Doubleday, $2. 


Similar in attractiveness to Elin’s Amerika 
(Booxktist 38:115, D 1 41) is this story of a 
Polish family in a Pennsylvania mining town. 
Aniela helps her brother’s dream—to learn 
to paint—come true. This is a happy story of 
a foreign community where old country back- 
grounds of several nationalities are being 
Ye into the new American ways. Grades 

42-24961 


Diffin, Charles Willard. The secret of the 
sun-god’s cave; illus. by Alyn. 1942. 224p. 
illus. map. McBride, $2.50. 


A story of prehistoric times which brings 
that period surprisingly alive. The adventures 
of Rak, a hill boy and cave dweller, fulfill the 
prophecy that he would travel to far-off 
places and become a great chief. Rak’s jour- 
ney through the country of the water people 
to that of the valley people is a revelation 
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of wonderful new ways of life. Illustrations 
add to the feeling of mystery. 


Cave-dwellers—Stories 42-24492 


Lansing, Marion Florence. Against all 
odds; pioneers of South America; illus. 
by William Sharp. 1942. 265p. illus. Dou- 
bleday, $2. 


Seventeen short but dramatic stories about 
early pioneers whose courage and vision were 
instrumental in opening up the great conti- 
nent of South America—stories about gold, 
rubber, mapmaking, the first horses, roads, 
railroads, and airplanes. Included are Father 
Samuel Fitz, José de San Martin, William 
Wheelwright, Charles de la Condamine, 
Ambrose O’Higgin, Charles Darwin, Alberto 
Santos-Dumont, and others. Sources are 
—-* the preface. Junior and senior high 
school. 


980 South America—Hist. 42-23539 


Lewis, Elizabeth (Foreman). When the 
typhoon blows; illus. by Kurt Wiese. 1942. 
273p. illus. Winston, $2. 


Their village invaded by the Japanese, Li 
Thirty-nine’s chief concern was to get his 
old grandfather, sick and helpless, inland to 
safety. A very real and moving story of a 
boy’s experiences with the horror and cruel- 
ties of war, and of the stubbornness and un- 
believable courage of the Chinese people dur- 
ing five bitter years of starvation and warfare. 
China’s dependency on the youth of the 
country is emphasized. Grades 7-9. 


China—Hist.—Stories 42-24104 


Perkins, Wilma Lord. The Fannie Farmer 
junior cook book; illus. by Martha Powell 
Setchell. 1942. 208p. illus. Little, $1.75. 


A beginner’s cookbook based on The Boston 
cooking-school cook book. Clear directions 
are given for over a hundred basic recipes 
requiring a moderate number of inexpensive 
ingredients. There are helpful hints on such 
things as measuring, mixing, dishwashing, 
and picnics. Format as well as content—one 
recipe to the page and illustrations of utensils 
and methods—have been specially planned 
for children. For a younger group and less 
inclusive than Let’s cook (Boox.utst 39:108, 
N 15 42) by Nancy Hawkins. 
641.5 Cookery 42-25406 
Sterne, Emma (Gelders). We live to be 
free. 1942. 298p. Farrar & Rinehart, $2. 


A provocative and able discussion of democ- 
racy, tracing its foundations, principles, and 
forms from the time of Solon in 594 B.c. down 
through the centuries in many countries. His- 
torical facts are highlighted with quotations 
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and hypothetical conversations of some of the 
great figures of democratic thought. A re- 
warding book for the more serious reader, 
Senior high school. 


321.8 Democracy 42-24181 


Thompson, Mary (Wolfe). The Blueberry 
Muffin; decorations by Erick Berry 
[pseud.]. 1942. 248p. illus. Longmans, $2. 


Not an outstanding book, but a good story 
and one that will have a vocational interest 
for many girls. Failing to find a job to earn 
money for college, Pris Bentley goes with her 
aunt to the country to establish a tearoom. 
Under her aunt’s able guidance, Pris learns 
the business and gains a truer sense of value 
in regard to work, school, friends, and family. 
Grades 7-9. 


r 42-24043 


CHILDREN’S EDITIONS 


Davis, Robert Hobart. Tree Toad; adven- 
tures of the kid brother; drawings by 
Robert McCloskey and frontispiece by 
Charles Dana Gibson. 1942. 276p. illus. 
Stokes, $2. Distributed by Lippincott. 


Published first in 1935 for adults (Tree Toad; 
the autobiography of a small boy. 276p. 
Stokes, $2. 35-22631) now reprinted for boys 
and girls with drawings by Robert McCloskey 
and a foreword by Anne Carroll Moore. This 
humorous account of the boyhood pranks of 
the author and his ingenious brother has 
been perfectly illustrated. Junior and senior 
high school. 


B 42-24455 


Lang, Andrew. Prince Prigio; illus. by 
on Lawson. 1942. 108p. illus. Little, 
1.75. 


Published originally in England in 1889, this 
delightfully humorous fairy tale about a 
prince who was too clever for his own good 
has been reissued with very apt illustrations. 


42-23975 


Leyson, Burr. Wings for offense; illus. 
with photographs. 1942. 218p. illus. chart. 
Dutton, $2.50. 


A revised edition of the book Wings of de- 
fense (Boox.ist 38:279, Ap 1 42) to which has 
been added material on gliders, new official 
photographs, and a chart showing the organ- 
ization of the army air forces under the reor- 
ganization of the United States Army ordered 
by the President. Issued under a new and 
more appropriate title. 


623.74 Aeronautics, Military 42-36401 





U. §. Public Documents 


Compiled by Cart H. Mettnat, School of Library Science, Syracuse University 
Send requests to Superintendent of Documents, Washington, D. C., unless otherwise stated. 


Cost of Living 


Cost of living in 1941. 1942. 41p. charts. tables. 
(Bur. of labor statistics, Bul. 710) 10c. 

Gives cost of living figures of various cities in the 
United States and certain foreign countries. Also 
contains a table of estimated intercity differences 
in the cost of living. 


Diet 


The food we live by. 1942. lp. illus. (Off. of 
defense health & welfare services) Free from 
the Office. 


A popular treatment of the nutrition problem for 
use by young people. 


Vitamins from farm to you. 1942. folder. illus. 
chart. (Dept. of agriculture, Bur. of home 
economics) Free from the Bureau. 


Contains a chart of the kinds of vitamins contained 
in the various foods. 


Health 


Opportunities for the preparation of teachers 
in health education; a survey of 20 teachers 
colleges. 1942. 117p. map. tables. (Off. of edu- 
cation, Bul. 1942, no. 1) 20c. 


In addition to details of health education courses 
offered at 20 colleges, this bulletin provides ‘‘an 
overview of current practices in health instruction 
and the problems encountered in making it an 
effective part of the pre-service training of 
teachers.” 


Physical fitness program for high schools and 
colleges. [1942] 57p. illus. charts. (Dept. of 
the Navy, Bur. of aeronautics, Training div.) 
Free from the Division. 


This outline of the physical training program which 
is being used at the naval pre-flight schools can be 
used by high schools and colleges in adapting their 
programs to wartime needs. 


Laboratories 


Methods for laboratory technicians. 1941. 447p. 
illus. tables. (War dept., Technical manual 
8-227) 50c. 


Chapters are included on general chemical technic, 
examination of blood, urine, and gastric contents, 
blood chemistry, bacteriological, serological, proto- 
zoological, helminthological, entomological, and 
pathological methods. 
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Methods for pharmacy technicians. 1941. 202p. 
— (War dept., Technical manual 8-233) 
Cc. 


Contains material on pharmaceutical mathematics, 
chemistry, operations and apparatus, preparations, 
materia medica, prescription study, supply and 
administration. 


Latin America 


Children of the other Americas; a guide to 
materials in English on the other Americas 
suitable for the elementary and junior high 
school grades. 1942. 170p. (Off. of the coordi- 
nator of inter-American affairs) Free from 
the Office. 


Annotated lists of books, periodicals, and pamphlets 
on many phases of Latin American civilization. 
References are grouped for use by the primary 
grades, intermediate grades, junior high schools, 
and by teachers. 


Industries, products, and transportation in 
our neighbor republics; an index and bibli- 
ography. 1942. 39p. illus. maps. (Off. of educa- 
tion, Bulletin 1942, no. 6) 10c. 


“This bibliography has been prepared as an aid to 
teachers, librarians, and young people in securing 
factual information on industries, products, and 
transportation in Latin America as a part of the 
social studies work in elementary and junior high 
schools.” 


Our neighbor republics; a selected list of 
readable books for young people. 1942. 50p. 
illus. (Off. of education, Bul. 1942, no. 5) 15c. 
An annotated list of general Latin American books, 
individual countries, nature, archeology, arts, crafts, 
music, poetry, stories, and legends. Reading level 
of each book is indicated, as are unusual illustra- 
tions, range of appeal to children, and other special 


features. Includes an author, title, and subject 
index. 


Preliminary list of libraries in the other 
American republics. 1942. 18lp. (Off. of the 
coordinator of inter-American affairs, Studies 
of the A.L.A. Committee on library coopera- 
tion with Latin America, no. 5) Free from 


the Office. 


This list is arranged by country and gives size and 
type of each library. Compiled by Rudolfo O. 
Rivera. 


Understanding the other American republics 
(For elementary schools). 1942. 32p. - illus. 
(Off. of education, Education & national de- 
fense ser. pam. 12) 20c. 
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Suggestions for elementary schoolteachers on the 
application of information on Latin American civil- 
ization to the curriculum. 


Merchant Marine 


Emergency regulations governing the ap- 
pointment and training of cadets of the 
United States Merchant marine cadet corps. 
1942. 13p. (War shipping admin., Div. of train- 
ing) Free from the Division. 

Contains regulations regarding general, physical, 
and scholastic requirements, applications, appoint- 
ments, training, pay, uniforms, etc. 


News 


How to read the news. 1942. 27p. (Off. of 
education, Education & national defense ser. 
16) 15c. 

“With special reference to elementary and sec- 
ondary schools, this pamphlet points out desirable 
procedures and describes curricular processes con- 
ducive to a better understanding of news-reading 
techniques.” 


Prices 


Maximum price regulation number 188, with 
40 questions and answers in explanation 
thereof. 1942. 3lp. (Off. of price admin.) Free 
from the Administration. 

This regulation is concerned with manufacturers’ 
maximum prices for specified building materials 
and consumers’ goods other than apparel. 


Rationing 


Fuel oil rationing, general instructions. 1942. 
16p. (Off. of price admin.) Free from the 
Office. 


Tells of the need for rationing fuel oil and outlines 
the plan and administration used to carry it out. 


Social Conditions 


A camera report on El Cerrito, a _ typical 
Spanish-American community in New Mexico. 
1942. 136p. illus. (Dept. of agriculture, Misc. 
pub. 479) 45c. 


“This camera report on El Cerrito is the first of 
six to be published by the Bureau of agricultural 
economics. Each deals with a community typical 
of an area or group in the United States.” 


Some basic readings in social security. 1942. 
74p. (Social security bd., Pub. 28) Free from 
the Board. 
A classified guide to significant books, pamphlets, 
articles, and addresses. Includes an author and 
title index. 
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Spanish Language 


A practical Spanish grammar for border pa- 
trol officers. 1942. 170p. (Immigration & nat- 
uralization service) 30c. 

“Although the text is prepared primarily for begin- 
ners, it is believed that it contains sufficient vocabu- 
lary and practice material to help others who 


already have some knowledge of the Spanish 
language.” 


State Department 


The Department of state of the United States. 
1942. 91p. illus. tables. (Dept. of state) 20c. 
A useful handbook describing the development, 


organization, and activities of the Department of 
state. 


Tobacco 


American tobacco types, uses, and markets. 
1942. 129p. illus. maps. tables. (Dept. of agri- 
culture, Circ. 249) 30c. 

A detailed handbook of the tobacco industry, in- 


cluding a large map of the tobacco-growing dis- 
tricts of the United States. 


Trees 


Care of damaged shade trees. 1942. 34p. illus. 
(Dept. of agriculture, Farmers’ bul. 1896) 10c. 
“The simpler types of treatment described in this 
bulletin are within the ability of the inexperienced 


practical man and can be performed with the tools 
found in the average home.” 


Venereal Diseases 


Directory of clinics for the diagnosis and 
treatment of venereal diseases. 1942. 136p. 
(Public health service, Venereal disease in- 
formation supp. 4) 20c. 

A list by state and city, giving name and location 
of hospital or dispensary, whether treatment is 
free, and kinds of venereal diseases treated. 


Vocational Guidance 


Guidance problems in wartime. 1942. 30p. 
illus. (Off. of education, Education & national 
defense ser. pam. 18) 20c. 

A study of the problems of educational progress, 
vocational planning, health, and personal and 
social adjustment which have been created or 
accentuated by the war situation. 


War Measures 


Experiment station research on war problems 
in the home. 1942. 36p. (Dept. of agriculture, 
Misc. pub. 503) 10c. 

Covers such subjects as vitamins in foods, food 


preservation, clothing, the house, family economics, 
etc. 
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Suggested for Young People * 


Air-age education series. 140. 

Crump. Our United States secret service. 131. 

Davis. Tree Toad. 144. 

Dickinson. The flying guns. 135. 

Helm. Angel Mo’ and her son. In December 
1, p.119. 

Kennedy. The lady and the lions. 134. 

Leyson. Wings for offense. 144. 


Nash. Good intentions. 134. 

+Oboler. Plays for Americans. 134. 

+Rich. We took to the woods. In December 
1, p.119. . 

Scholz. Soldiers at bat. 139. 

Skinner. Our hearts were young and gay. 
In December 1, p.119. 

Sterne. We live to be free. 144. 

+Ybarra. Young man of the world. 137. 


*This list is intended primarily as an introduction to adult books. See also Children’s list, p.143. 


7For mature readers. 


Suggested for the Small Library 


Allen. If you please! 141. 

Byas. Government by assassination. 135. 
Dickinson. The flying guns. 135. 
Gramling. Free men are fighting. 135. 
Kent. Mrs. Appleyard’s kitchen. 133. 
Mead. And keep your powder dry. 132. 


Fiction 
Allis. The splendor stays. 138. 


Caldwell. All night long. 138. 
Ross. Isle of escape. 139. 


Children’s Books 


Adams. Heroines of the sky. 143. 
Arason. Smoky bay. 143. 

Bishop. The man who lost his head. 143. 
Blackstock. Wings for Nikias. 143. 

De Angeli. Up the hill. 143. 

Lewis. When the typhoon blows. 144. 


Perkins. The Fannie Farmer junior cook 
book. 144. 


Selected for Future Listing 


Adams, Samuel Hopkins. The Harvey girls. 
Random house, $2.50. (fiction) 

Anderson, Dwight and Baylous, Margaret. 
When doctors are rationed. Coward-Mc- 
Cann, $2. 

Bogert, Lotta Jean. Good nutrition for every- 
body. Univ. of Chic. press, $1.50. 

Bridenbaugh, Carl and Bridenbaugh, Jessica. 
Rebels and gentlemen; Philadelphia in the 
age of Franklin. Reynal & Hitchcock, $3.50. 

Brown, Francis and Herlin, Emil. The war in 
maps; an atlas of the New York Times 
maps. Oxford univ. press, $1.50. 

Considine, John J. Across a world. Long- 
mans, $2.50. 

Darnall, Joseph R. What the citizen should 
a about wartime medicine. Norton, 

Downs, Elizabeth. Let’s make plans [a guide 
for club women]. Knopf, $2.25. 

Dunlap, Orrin E. The future of television. 
Harper, $2.50. 

Fletcher, Inglis. Men of Albemarle. Bobbs- 
Merrill, $2.75. (fiction) 


Gardner, Victor R. Basic horticulture. Mac- 
millan, $5; school ed., $3.75. 

Grew, Joseph. Report from Tokyo. Simon & 
Schuster, paper, $1; cloth, $1.50. 

Johnson, Ralph P. The steam locomotive. 
Simmons-Boardman, $3.50. 

Kazin, Alfred. On native grounds, an inter- 
pretation of modern American prose litera- 
ture. Reynal & Hitchcock, $3.75. 

Leacock, Stephen. Montreal; seaport and city. 
Doubleday, $3.50. 

Lutes, Della T. Cousin William. Little, $2. 

Mowrer, Lilian T. Rip tide of aggression. 
Morrow, $2.50. 

Proctor, Ellen. Turning leaves. Dodd, $2.50. 
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HE usefulness of government pub- 

lications is being demonstrated in 

war information centers of libraries 
all over the country. A nation at war needs 
to issue a great variety of books and 
pamphlets, and libraries can use these pub- 
lications to advantage in their contribution 
to the war effort. The recent policy state- 
ment of the American Library Association 
urges all libraries to provide information 
to the people on the problems of winning 
the war, planning for postwar America, 
and planning for the postwar world. Gov- 
ernment publications have most to con- 
tribute to the problem of winning the war. 
Issues inherent in planning for the peace 


are considered in titles listed below under 
Reconstruction. . 


I. Armed Services 


A. General 


Military service: Army, Army air forces, Navy, 
Marines, Coast guard, nurses. 1942. 48p. (Off. 
of education, Vocational div. bul. 221) 10c. 

For each branch of service is given information on 
requirements for entrance, restrictions, pay and 
allowances, promotion, education, nature of du- 
ties, ete. 


B. Army 


An act to provide for the common defense by 
increasing the personnel of the armed forces 
of the United States and providing for its 
training. Approved Sept. 16, 1940. 14p. (76th 
Cong., Public law 783) 5c. 

This is the text of the Selective training and serv- 
ice act of 1940. 


Armored force drill. 1942. 198p. illus. (War 
dept., Field manual 17-5) 25c. 


Complete instructions for drills, ceremonies, and 
inspections of the armored force. 


U. S. Government Publications and the War 
A Selected List 


By Cart H. Metinat, Assistant Professor, School of Library Science, Syracuse University 


This list is a selection of publications is- 
sued during the last two years to aid 
libraries in building up their war informa- 
tion files. It is hoped that it may also pro- 
vide those libraries which have much of 
this material with a convenient check list 
and that it may suggest items for display to 
promote their maximum use. 

Many of the titles have been previously 
listed by the compiler in the U.S. Public 
Documents section of The Booklist. Future 
issues will supplement this list. All items 
have paper covers unless otherwise noted. 
All priced publications are for sale by the 
Superintendent of Documents, Washing- 
ton, D.C. Others are available free from 
the agencies noted. 


Armored force field manual; Combat practice 
firing, armored force units. 1942. 50p. illus. 
(War dept., Field manual 17-15) 10c. 
Special problems in the operation of tank, rifle, 
machine gun, mortar, and assault units. 


Armored force field manual; Tactics and tech- 
nique. 1942. 47lp. charts. (War dept., Field 
manual! 17-10) 45c. 

Covers the organization and operation of the mech- 
anized forces. Includes a glossary of military terms 
relating to the armored force. 


The army and you. 1941. 14p. (War dept., 
Off. of the adjutant general) Free from the 
Office. 

Designed to introduce Selective service men to the 
fundamentals of military life. 


The army cook. 1941. 257p. illus. tables. (War 
dept., Technical manual 10-405) 35c. o.p.; 
being reprinted. 

Contains general information regarding foods and 
cooking, followed by recipes based on service for 
100 men. Also tables of useful information regard- 
ing foods. 
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The band. 1941. 81p. illus. (War dept., Basic 
field manual 28-5) 15c. 
Information on the organization and activities of 


the military band. Also general information on the 
care and repair of instruments. 


Barrage balloon; operation of material and 
employment of personnel. 1942. 100p. charts. 
tables. (War dept., Coast artillery field man- 
ual 4-117) 15c. 


“This manual is designed for use by barrage bal- 
loon units as a guide in the selection and training 
of personnel and the operation of materiel.” 


Biennial report of the chief of staff of the 
United States Army, July 1, 1939 to June 30, 
1941; to the secretary of war. 1941. 34p. charts. 
maps. (War dept.) 25c. 

A report filled with information and statistics on 
the Army. Contains a section on the state of the 
armed forces, July 1, 1939, and again on July 1, 
1941. Also included are charts and maps of Army 
organization and personnel. 


Bulletin of information for persons registered. 
1940. 5p. (Director of Selective ser., Form 5) 
Free from the Service. 

A copy of this bulletin was given to all men who 


registered under the Selective training and service 
act of 1940. It should be in all libraries. 


Chemical decontamination materials and 
equipment. 1942. 44p. illus. tables. (War 
dept., Technical manual 3-220) 10c. 

“This manual covers the nomenclature, function- 
ing, care, and maintenance of the principal types 
of decontamination apparatus and the various 
kinds of decontamination materials, their storage, 
preparation, and use.” 


Coast artillery gunners’ instruction, antiair- 
craft gun, automatic weapon, and headquar- 
ters batteries, first and second class gunners. 
1941. 327p. illus. charts. tables. (War dept., 
Technical manual 4-325) 40c. 

Covers such general subjects as small arms, cord- 
age and mechanical maneuvers, map reading, iden- 


tification and characteristic features of classes of 
aircraft. 


Coast artillery gunners’ instruction, fixed sea- 
coast artillery, first and second class gunners. 
1942. 525p. illus. tables. (War dept., Techni- 
cal manual 4-305) 75c. 

Technical information on service of guns, ammuni- 
tion, searchlights, communication, etc. Also in- 
formation on the identification and characteristic 
features of warships and aircraft. 


Compulsory military training; a supplemen- 
tary list of references. 1941. 38p. (Library of 
Congress, Div. of bibliography) Free from the 
Division. 

Contains bibliographies, general references, and 
speeches as printed in the Congressional Record. 


THE BOOKLIST 


Enlisted men; index and specifications for oc- 
cupational specialists. 1941. 161p. (War dept, 
Army regulations 615-26) 20c. 

Contains a list of civilian occupations useful in the 


army, a list of job family groups, and specifications 
of particular jobs. 


Field music. 1940. 46p. illus. 
Technical manual 20-250) 10c. 


Musical instruction in the field trumpet, field drum, 
and fife. 


(War dept, 


Field service regulations; operations. 1941, 
310p. (War dept., Field manual 100-5 35c. OP;; 
being reprinted. 

“Contains the doctrines of leading troops in combat 
and tactics of the combined arms and constitutes 


the basis of instruction of all arms and services 
for field service.” 


Fit to fight . . . and fit for life. 1942. 22p. (War 
dept., Bur. of public relations) Free from the 
Bureau. 


An account of how the army attempts to control 
venereal diseases by education, case finding, treat- 
ment, disciplinary measures, etc. This account was 
condensed from an article in the Journal of Social 
Hygiene. 


The gas mask. 1941. 144p. illus. tables. (War 
dept., Technical manual 3-205) 25c. 


A detailed description of the service gas mask and 
its care, handling, packing, and repair. 


Infantry drill regulations. 1941. 207p. illus, 
charts. (War dept., Basic field manual 22-5) 
30c. 


A general manual for training the infantry of any 
type of unit. Includes a section on the military 
ceremony of reviews, escorts, parades, etc. 


Jungle warfare. 1941. 87p. (War dept., Basic 
field manual 31-20) 15c. 
Contains practical hints for jungle service, hygiene 


and self-protection, poisonous jungle plants, trees, 
foods, snakes, insects, etc. 


List of publications for training, including 
training films and film strips. 1942. 187p. 
tables. (War dept., Basic field manual 21-6) 
30c. 


Contains numerical lists of Field manuals, Techni- 
cal manuals, and Technical regulations. 


A manual of law; for use by advisory boards 
for registrants appointed pursuant to the 
Selective training and service act of 194), as 
amended. 2d ed. 1942. 217p. (Selective service 
system) 25c. 


This manual was compiled by the Committee on 
national defense of the American bar associction 
and contains the texts and explanations of the 
Selective training and service act of 1940, National 
guard act, Soldiers’ and sailors’ civil relief act of 
1940, National service life insurance act of 1940, 
and others. 
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Medical circular, no. 1. 1940. 7p. (Selective 
service system) 5c. 
An outline of the minimum psychiatric examina- 


tion of registrants under the Selective training 
and service act of 1940. 


Medical department soldier’s handbook. 1941. 
486p. illus. (War dept., Technical manual 
8-220) 5c. 

Contains basic information on anatomy, physiology, 
minor surgery, nursing, applied hygiene, sanita- 
tion, medical side of chemical warfare, etc. 


Military chemistry and chemical agents. 1942. 
171p. illus. tables. (War dept., Technical man- 
ual 3-215) 25c. 


Fundamental principles of physics and chemistry 
are first given, followed by the nomenclature of 
organic compounds and detailed descriptions of 
various chemical agents and war gases. 


Military courtesy and discipline. 1942. 44p. 
illus. (War dept., Basic field manual 21-50) 
10c. 


Includes rules to be observed in displaying the 
American flag. 


Military police. 1941. 160p. illus. (War dept., 
Basic field manual 29-5) 20c. 


Organization, duties, conduct, authority, and train- 
ing of military police, along with the principles of 
traffic control, army traffic regulations, and rules 
of the road. 


Military training. 1941. 77p. (War dept., Basic 
field manual 21-5) 15c. 
This manual contains basic instructions on the 


fundamental philosophy of military training in the 
U.S. Army. 


Notes for field artillery replacement centers. 
1941. 113p. illus. (War dept., Technical man- 
ual 6-600) 30c. 

General information for the newly enrolled mem- 
bers of the Field artillery on drill, pistol marks- 


manship, defense against chemical attack, motor 
transport, etc. 


Operations in snow and extreme cold. 1941. 
82p. illus. (War dept., Basic field manual 
31-15) 20c. 


“This manual deals primarily with the special con- 
ditions confronting troops in snow and extreme 
cold and the special measures required to meet 
those conditions satisfactorily.” 


Organization and tactics of infantry; the rifle 
battalion. 1940. 344p. illus. maps. (War dept., 
Infantry field manual 7-5) 50c. 

This is the manual which many conscripts will be 
using in the near future. It is a revision of infan- 
try tactics to conform with German theories of 
fluid movement and was edited by Major General 
George A, Lynch, Chief of Infantry. 


Organization and tactics of tank destroyer 
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units. 1942. 187p. illus. (War dept., Tank 
destroyer field manual 18-5) 25c. O.P.; being 
reprinted. 

A general guide to the methods used by tank de- 


stroyer units in bringing about the destruction of 
hostile tanks. 


Organization of the army. 1942. 20p. charts. 
(Off. of civilian defense, Civil air patrol, 
Training manual 1) Free from the Office. 

Information on the components of the army, arms 


and services, tactical organization, command and 
staff, etc. 


The personnel of the army of the United 
States; information regarding the appoint- 
ment, enlistment, and induction of commis- 
sioned officers, army nurses, warrant officers, 
cadets, officer candidates, and enlisted men. 
1942. 42p. charts. (War dept., Off. of the ad- 
jutant general) Free from the Office. 

Gives pay rates of commissioned officers and en- 
listed men, a list of recruiting stations and aviation 
cadet examining boards, etc. 


Personnel; prescribed service uniform. 1941. 
3lp. illus. (War dept., Army regulations 600- 
35) 15c. 


Contains illustrations of army clothing, 
decorations, service medals, and badges. 


insignia, 


Personnel; wearing of the service uniform. 
1941. 36p. illus. (War dept., Army regulations 
600-40) 10c. 

Tells when and where to wear articles of clothing, 
insignia, decorations, service medals, and other 
articles of equipment. 


Physical training. 1941. 211p. illus. 
dept., Basic field manual 21-20) 30c. 


Contains instructions in setting-up exercises, gym- 
nastics, swimming, life-saving, etc. 


(War 


Reception of selective service men. 1940. 27p. 
tables. (War dept., Mobilization regulations 
1-7) Free from the Department. 

Covers reception, induction, requisition, and as- 
signment of selective service men. 


Regulations for correspondents accompanying 
U.S. army forces in the field. 1942. 18p. (War 
dept., Basic field manual 30-26) 10c. O.P.; be- 
ing reprinted. 

Contains information on the status, privileges, cre- 
dentials, uniform, transportation, filing of material, 
censorship, discipline, etc., of correspondents. 


Report of the Secretary of war to the Presi- 
dent, 1941. 1941. 147p. charts, maps. tables. 
(War department) 50c. 

This report for the fiscal year ending June 30, 
1941, gives general information on the state of the 
army, military strength, current problems of de- 
fense, and summary reports of the various offices. 
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Revolver, Colt, caliber .45, M1917, and revol- 
ver, Smith and Wesson, caliber .45, M1917. 
1941. 92p. illus. charts. (War dept., Basic field 
manual 23-36) 15c. 


Description, care, cleaning, firing, and other in- 
structions on the revolver. 


Rifle regiment. 1942. 220p. plans. (War dept., 
Infantry field manual 7-40) 25c. 


A guide to troop movements, offense, defense, and 
retrograde movements of the rifle regiment. 


Selective service. v.1, nol, Jan. 1. 1941+. 
illus. (Selective service system) Free from 
the System. 

A 4-page monthly news sheet the purpose of which 
is “the interchange of information and experience 


among the various components of the Selective 
service system.”’ 


Selective training and service act of 1940, as 
amended (with regulations and interpreta- 
tions). 1942. Loose-leaf, various p. (Selective 
service system) $1.00, including amendments. 
This issue includes all amendments to October 1942. 


Sex hygiene and venereal disease. 1940. 16p. 
(War dept.) Free from the Department. 
A copy of this pamphlet is given to every army 


recruit upon enlistment. It gives straightforward 
information in simple terms. 


Small-arms ammunition. 1942. 94p. illus. 


tables. (War dept., Technical manual 9-1990) 
15c. 


“The information contained is such as to furnish a 
ready means of identification and to permit intel- 
ligent care, handling, and use of small-arms am- 
munition.” 


The soldier and his food. 1942. 27p. (War 
dept., Bur. of public relations) Free from the 
Bureau. 


A popular account of how army menus are 
planned, costs and contents of food, field rations, 
history of the army mess, etc. 


The soldier and his health. 1942. 26p. (War 


dept., Bur. of public relations) Free from the 
Bureau. 


The story of army medical care to show why “Sol- 
dier Smith, aside from the casualties of battle, has 
better health and a higher life expectancy than his 
comrades of the same age group back home in 
civilian life.” 


The soldier and his housekeeping. 1942. 20p. 
(War dept., Bur. of public relations) Free 
from the Bureau. 

Covers both the soldier’s individual tasks of clean- 


liness and the mass housekeeping required in the 
laundries and kitchens of each camp. 


The soldier and his recreation. 1942. 28p. (War 
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dept., Bur. of public relations) Free from the 
Bureau. 


Tells of the following types of recreation provided 
for the soldier: sports, service clubs, the day room, 
movies, camp shows, music, art, libraries, camp 
papers, education, etc. 


The soldier and his religion. 1942. 18p. (War 


dept., Bur. of public relations) Free from the 
Bureau. 


An account of religious facilities provided for the 
soldier and statistics on the extent to which these 
facilities are used. 


The soldier and his uniform. 1942. 20p. (War 
dept., Bur. of public relations) Free from the 
Bureau. 


Description of the modernized army uniform and 
details of construction and wear of shoes, gloves, 
uniforms, headgear, and other items of equipment. 


Soldiers’ and sailors’ civil relief act of 1940. 
National service life insurance act of 1940. 
1940. 34p. (Selective service system) Free 
from the System. 


Reprints of two acts designed to provide relief 
from civil liabilities for men in army service. There 
is a subject index to each act. 


Soldier’s handbook. 1941. 253p. illus. (War 
dept., Basic field manual 21-100) 35c. 


The purpose of this handbook is “to give the 
newly enrolled member of the United States Army 
a convenient and compact source of basic military 
information and thus to aid him to perform his 
duties more efficiently.” Subjects treated include 
military courtesy, food and clothing, care and use 
of small arms, scouting and patrolling, map read- 
ing, first aid, pay and allowances, and a glossary 
of common military expressions. 


Splints, appliances, and bandages. 1940. 90p. 
illus. (War dept., Medical field manual 8-50) 
20c. 


This manual describes one phase of first aid in 
some detail, providing instruction in the applica- 
tion of bandages, dressings, and splints before 
transportation is attempted. 


26 job opportunities in the U.S. Army air 
forces. 1942. folder. illus. chart. (Off. of edu- 
cation & Army air forces) 10c. 


Gives for each job the nature of duties, location 
of schools, period of training, age and educational 
requirements, other requirements, pay, promotion, 
method of application, etc. 


Unarmed defense for the American soldier. 
1942. 315p. illus. (War dept., Basic field man- 
ual 21-150) 40c. 


A well-illustrated manual describing ‘‘a method 
of self-protection available to the American sol- 
dier, if through any circumstance he is unarmed 
or unable to use his weapons.” 
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C. Coast Guard 


Activities of the United States Coast guard. 
1940. 8p. illus. (U.S. Coast guard) Free from 
the Guard. 

A simple description of the duties and activities 
of the Coast guard in maintaining lighthouses, 
lightships, buoys, radio beacons, and other services. 


Regulations governing appointment to cadet- 
ships in the United States Coast guard. Rev. 
1940. 26p. (U.S. Coast guard) Free from the 
Guard. 


Includes sample examination questions and a list 
of disqualifications. 


The United States Coast guard academy; the 
Coast guard as a career. 1940. 24p. illus. (U.S. 
Coast guard) Free from the Guard. 


A general description of the Academy which should 
be useful in any library’s vocational file. 


D. Foreign Arms 


Military intelligence; identification of German 
aircraft. 1942. 140p. illus. (War dept., Basic 
field manual 30-35) 20c. 

Photographs, profiles, and descriptions of the va- 
rious types of German military and naval aircraft. 


Military intelligence; Identification of German 
naval ships. 1941. 78p. illus. (War dept., 
Basic field manual 30-55) 15c. O.P.; being 
reprinted. 

Several illustrations of each class of vessel are 
given. 


Military intelligence; identification of Italian 
aircraft. 1941. 91p. illus. (War dept., Basic 
field manual 30-39) 15c. 


Photographs and profiles of various types of air- 
craft of the Royal Italian air force. 


Military intelligence; identification of Japa- 
nese aircraft. 1942. 175p. illus. (War dept., 
Basic field manual 30-38) 25c. 


Photographs and profiles of most types of Japanese 
army and navy aircraft. 


Military intelligence; Identification of Japa- 
nese naval vessels. 1941. 182p. illus. (War 
dept., Basic field manual 30-58) 15c. 


Several illustrations of each class of vessel are 
given. 


E. Marine Corps 


Extracts from Uniform regulations, U.S. 
Marine corps, 1937. 1942. 32p. illus. (US. 
Marine corps) Free from the Corps. 


Issued as a guide for the manufacturing of uni- 
forms for officers of the Marine corps. 


Marine corps manual. 1940. 1099p. (Head- 
quarters U.S. marine corps) $2. O.P.; being 
revised. 

A loose-leaf manual, containing rules and regula- 
tions for the instruction and guidance of the 
Corps. 


F. Merchant Marine 


Emergency regulations governing the appoint- 
ment and training of cadets of the United 
States Merchant marine cadet corps. 1942. 
13p. (War shipping admin., Div. of training) 
Free from the Division. 

Contains regulations regarding general, physical, 
and scholastic requirements, applications, appoint- 
ments, training, pay, uniforms, etc. 


New ships for the merchant marine. 1940. 23p. 
illus. (U.S. Maritime commission) Free from 
the Commission. 

A description of the types of cargo, passenger, and 
tanker vessels being built in the construction pro- 
gram of the Commission. 


Ships for freedom. [1941] 22p. illus. charts. 
(Off. of production management, Labor div.) 
Free from the Division. 

An account of the program adopted by the Ship- 
building stabilization committee, along with a 
general description of labor problems in the ship- 
building industry. 


United States Maritime commission cadet 
corps; information booklet. 1942. 64p. illus. 
(U.S. Maritime commission) Free from the 
Commission. 


Well-illustrated to give a clear picture of training 
and service in the U.S. Merchant marine. 


United States Maritime service, general infor- 
mation about apprentice seaman training. 
1941. 21p. illus. (U.S. Maritime commission) 
Free from the Commission. 


Gives eligibility requirements, pay of enrollees, 
courses of instruction, application procedure, etc. 


United States Maritime service, general in- 
formation on the Resident radio school, Gal- 
lups Island, Boston, Massachusetts. 1941. 27p. 
illus. (U.S. Maritime commission) Free from 
the Commission. 

Gives eligibility requirements, enrollment status, 


course of instruction, completion of school course, 
etc. 


G. Navy 


The cook book of the United States navy. 
1940. 164p. (Bur. of supplies and accounts) 
Cloth, 70c. 

General cooking directions are given, followed by 


recipes from soups to desserts. All recipes are for 
100 men. 





158 





Handbook of the Hospital corps, United States 
navy. 1939. 1015p. illus. tables. (Medicine and 
surgery bur.) Cloth, $1.75. 

Covers elementary anatomy, first aid, pharmacy, 
materia medica, nursing, laboratory procedures, 


chemical warfare, X-ray, etc. A useful general 
medical reference book. 


Instructions for use in preparation for the 
rating of bugler, U.S. navy. 1940. 47p. illus. 
(Bur. of navigations) Free from the Bureau. 


Gives the rudiments of music and bugle exercises, 
followed by the music for the common bugle calls. 


Medical compend; for commanding officers of 
naval vessels to which no member of the 
Medical department of the United States Navy 
is attached, 1942. 134p. (Bur. of medicine & 
surgery) 60c. 

A general first aid manual, containing brief infor- 
mation on treatment for special diseases, venereal 
diseases, hospitalization, deaths, personal hygiene, 
preventive medicine, quarantine, disinfection, etc. 


Nomenclature of naval vessels. 
(Dept. of the navy) 15c. 


Of use to engineers, inspectors, 
others interested in naval vessels. 


1941. 52p. 


draftsmen, and 


Organization of the Navy. 1942. 12p. (Off. of 
civilian defense, Civil air patrol, Training 
manual 2) Free from the Office. 


A brief account of the functions of the various 
bureaus of the Department. 


Uniforms, decoration, medals and badges of 
the United States navy; taken from the Navy 
uniform regulations, 1941. 1941. 94p. illus. 
(Bur. of navigation) 55c. 

Uniforms for all branches of the service. 
illustrations of medals are included. 


Color 


The United States Navy; information relative 
to organization, personnel, fleet, and shore 
establishments of the United States Navy. 
1941. 84p. illus. (Congress, S. doc. 58, 77th 
Cong. Ist sess.) 15c. 

Contains illustrations of the types of ships and air- 


craft used in the Navy, and also a statement of 
U. S. naval policy. 


Your Navy wings—in sight! [1942] [20]p. 
illus. (Dept. of the navy, Bur. of aeronautics) 
Free from the Bureau. 


Brief, popular information on Naval aviation issued 
for the use of class V-5, Naval aviation cadets. 


II. Civilian Defense 


Air raid defense training for federal em- 
ployees. [1942] [29]p. illus. (Fed. works 
agency, Training bul. 1) Free from the 
Agency. 
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“This is the basic outline of what every federa] 
worker must know about protection against air 
raids. These instructions apply generally to private 
buildings and homes as well as government 
offices.” 


Air raid protection; a preliminary list of avail- 
able guides for civilians. 1941. 5p. (Library 
of Congress, Div. of bibliography) Free from 
the Division. 


Includes British official publications, U.S. Office of 
civilian defense publications, and guides issued by 
state and city authorities. 


Blackouts. 1941. 60p. 
civilian defense) 25c. 


“The purpose of this pamphlet is to provide a com- 
mon basis for instruction, by local civilian defense 
organizations, in the proper procedures necessary to 
achieve effective blackouts. A representative selec- 
tion, covering the entire field of means and methods 
which have worked in practice, has been made and 
is presented in this pamphlet.”’ 


illus. plans. (Off. of 


The block plan of organization for civilian war 
services. 1942. 12p. chart. (Off. of civilian de- 
fense) 5c. 


The block plan, which is used to assure total cov- 
erage of all households for civilian war services, 
is described and suggestions for its organization 
and operation given. 


Bomb reconnaissance. 1942. 35p. illus. (Off. 
of civilian defense) Free from the Office. 


Tells how to recognize, report, and maintain safety 
precautions against delayed-action bombs. Includes 
illustrations of German, Japanese, and _ [Italian 
bombs, and other objects which may be dropped 
from the air during air raids. 


Central control and administration of emer- 
gency medical service. 1942. 14p. charts. (Off. 
of civilian defense, Medical div. bul. 4) Free 
from the Office. 


“This bulletin outlines the relationship of each of 
the various units of the Emergency Medical Serv- 
ice to the Control System of the Citizens’ Defense 
Corps and the Civil Air Raid Warning System.” 


Civil air patrol; organization, purpose, pro- 
gram, enlistment [1942] [16]p. (Off. of civil- 
ian defense) 10c. 


Contains an application blank for enlistment in the 
Civil air patrol. 


Civilian air raid warning system. 1941. 18p. 
charts. (Off..of civilian defense, Pub. 11) [ree 
from the Office. 

A guide for local civilian defense organizations on 
the operation of military aircraft warning service, 
civilian air raid warning system, and public warn- 
ing systems. 


Civilian defense; a selected list of recent ref- 
erences. 1941. 43p. (Library of Congress, Div. 
of bibliography) Free from the Division. 
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References are classified under the following topics: 
civilian defense organization; air raid protection; 
health and welfare; women in civilian defense; 
and morale. 


Civilian defense: a selection of available guide 
books and pamphlets. Rev. ed. 1942. 17p. 
(Library of congress, Div. of bibliography) 
Free from the Division. 

“Designed for the civilian who wishes to learn 
about his part in the defense effort, . . . the mate- 
rial has been restricted mainly to free or inex- 
pensive pamphlets issued by federal, state and 
private agencies.” 


Civilian defense; suggestions for state and 
local fire defense. 1941. 27p. (Off. for emer- 
gency management, Div. of state & local coop- 
eration. Fire series, bul. 1) 10c. 

An outline of federal, state, and local responsibili- 
ties for fire defense, along with a survey of fire- 
defense planning. 


A civilian defense volunteer office; an official 
arm of the local defense council. 1942. 27p. 
(Off. of civilian defense) 10c. 


This is a new edition of an earlier publication. 
Tells what a volunteer office is, how to organize 
it, what it does, volunteer work opportunities, 
training courses, etc. 


A civilian defense volunteer office; what it is, 
how it is set up, what it does, how to organize 
it. [1941] 35p. (Off. of civilian defense) Free 
from the Office. 


Contains a long list of the various types of services 
in a community that volunteers can perform in a 
program of civilian defense. 


Civilian protection; why, what, how, who, 
where, when. 1941. 14p. chart. (Off. of civilian 
defense) Free from the Office. 


“This pamphlet is intended to tell, very briefly, 
without either details or technical information, the 
outlines of the plans which have been developed 
and the broad reasons for them.” 


Colleges and universities and civilian defense. 
1942. 40p. (Off. of civilian defense) Free from 
the Office. 


Contents: The role of the university or college in 
the program of civilian defense; Organization of 
the on-campus program for civilian defense; Pre- 
paring buildings for maximum protection; The 
civil air patrol. 


Emergency medical service for civilian de- 
fense. 1942. [12]p. (Off. of civilian defense, 
Medical div. bul. 1) 10c. 

“Presents a simple basic plan for the organization 
of Emergency medical field units related to hospi- 


tals, which can be adapted to the needs of any 
community.” 


Enrolled volunteer worker groups for civilian 
Protection. 1941. [11]p. illus. (Off. of civilian 
defense) Free from the Office. 
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A description of fifteen civilian defense services for 
which special training is necessary. The identifying 
insignia for each service is also given. 


Equipment and operation of emergency medi- 
cal field units. Rev. ed. 1942. 16p. charts. (Off. 
of civilian defense, Medical div. bul. 2) Free 
from the Office. 

A plan for state and local defense councils to se- 
cure uniformity in organization, equipment, and 
operation of emergency medical field units. 


Fire protection in civilian defense. 1941. 44p. 
illus. (Off. of civilian defense) 10c. 

This instructional textbook on incendiary bombs 
and how to fight them ‘‘describes a plan for the 
average American community, based on the only 
practicable means thus far proved effective for 
overcoming this menace.” 


First aid in the prevention and treatment of 
chemical casualties. [1942] 3lp. illus. (Off. of 
civilian defense) 10c. 

For those immediately concerned in the decon- 
tamination of persons and the administration of 
first aid to chemical casualties. Identification, char- 


acteristics, and tactical uses of the various agents 
are briefly discussed. 


Glass and glass substitutes. 1941. 18p. illus. 
(Off. of civilian defense, Protective construc- 
tion ser. 1) 10c. 

Information on the protection of window openings 


and roof lights with the idea of minimizing the 
effects of glass splinters during an air attack. 


A handbook for air raid wardens. Rev. ed. 
1942. 60p. illus. (Off. of civilian defense) 10c. 


A revised and much enlarged edition, giving details 
of organization and training. 


Handbook for auxiliary firemen. 1941. 94p. 
illus. (Off. of civilian defense) 10c. 
Fundamental principles of the uses of rope, tools 
and appliances, extinguishers for small fires, forci- 
ble entry, ventilation, fire hose, ladder work, pump 
operation, etc. 


A handbook for auxiliary police. 1942. 58p. 
illus. (Off. of civilian defense) Free from the 
Office. 

A description of the training, powers and author- 


ity, patrol duty, traffic control, reports, arrests, and 
other duties of the auxiliary policeman. 


A handbook for decontamination squads. 
1941. 62p. illus. (Off. of civilian defense) 10c. 
Gives methods of decontamination for road sur- 
faces, buildings, household articles, and vehicles. 
Discussion is limited to the persistent gases: mus- 
tard, lewisite, and ethyldichlorarsine. 


A handbook for demolition and clearance 
crews. 1941. 52p. illus. (Off. of civilian de- 
fense) 10c. 
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Related work is that performed by decontamination 
squads and road repair crews. 


A handbook for Drivers’ corps members. 1942. 
123p. illus. charts. (Off. of civilian defense) 
Free from the Office. 

Contains information on the conservation and 
maintenance of your car, emergency repairs, spe- 
cial problems in motor corps driving, night and 
blackout driving, use of maps, etc. 


A handbook for fire watchers. 1942. 52p. illus. 
(Off. of civilian defense) 10c. 


Contains special information on the methods of 
combating incendiary bombs. 


A handbook for messengers. 1941. 44p. illus. 
(Off. of civilian defense) 10c. 
Contains (as do most of these handbooks) general 


information on blackouts, air raids, bombs, fire 
extinguishers, war gases, decontamination, etc. 


A handbook for rescue squads. 1941. 56p. illus. 
(Off. of civilian defense) 15c. 


An outline of the procedure used by rescue squads 
in extricating persons trapped under debris. 


A handbook for road repair crews. 1941. 44p. 
illus. (Off. of civilian defense) 10c. 


The organization, duties, tools, and equipment of 
those assigned to road repair. 


Handbook for the United States Citizens serv- 
ice corps. Advance copy. 1942. 21p. (Off. of 
civilian defense) Free from the Office. 

An outline of the personnel, service opportunities, 
recommended training, and recommended reading 
of the various wartime services for civilians. 


Handbook of first aid. 1941. 72p. illus. (Off. 
of civilian defense) 10c. 


General first aid instruction, with special emphasis 
on war casualties. 


High-school Victory corps. 1942. 32p. illus. 
charts. (Off. of education, Victory corps ser. 
pam. 1) Free from the Office. 

“A national voluntary organization for secondary 
schools designed to mobilize secondary school 
students for more effective preparation for and 
participation in wartime service.” 


The home front in national defense. 1941. 7p. 

illus. (Federal security agency, Off. of defense 

— & welfare services) Free from the Of- 
ce. 


An elementary discussion of civilian morale and 
defense. 


How to organize civilian protection in your 
community. [1942] [8]p. charts. (Off. of civil- 
ian defense) Free from the Office. 


A simple outline of basic plans. Contains a list of 
Office of civilian defense publications. 


Instructor’s manual; prepared by the Training 
section for the guidance of leaders or instruc- 
tors holding Air raid warden schools. 1942. 
32p. (Off. of civilian defense) Free from the 
Office. 


“This manual contains complete directions for 
holding four of the training meetings for Air Raid 
Wardens in which sound or silent slide-films and 
motion pictures are used.” 


Local organization for civilian protection. 
1941. 1lp. (Off. of civilian defense) Free from 
the Office. 


Contains a chart of organization and a suggested 
civil defense ordinance for use in setting up local 
defense offices. 


Motor transport and convoys. 1942. 14p. charts, 
tables. (Off. of civilian defense) Free from 
the Office. 


“A guide for use by motor transport units of large 
transportation companies so that these units will 
be prepared to move in convoy formation for 
either troop movements or evacuation of the civil- 
ian population.” 


OCD news letter; official bulletin of the Office 
of civilian defense, Sept. 1941+ (Off. of civil- 
ian defense) Free from the Office. 

An irregular publication designed to call wisespread 
attention to plans and programs, to report successful 


experiences of states and localities, and to encourage 
the development of programs of civilian defense. 


Organization outline for local defense coun- 
cils. 1942. 21p. charts. (Off. of civilian de- 
fense) Free from the Office. 

“This Organization outline is designed to set forth 


in broad terms the purposes, duties, and functions 
of the local defense council.” 


Outdoor sound systems for public air raid 
warning. [1942] 28p. charts. (Off. of civilian 
defense) Free from the Office. 


Provides information on the planning, installation. 
and operation of outdoor sound systems to warn 
the general public of approaching air raids. 


Protection against gas. 1941. 75p. illus. (Off. 
of civilian defense) 25c. 

Information for the civilian on gas masks, pro- 
tective clothing, identification of gases, first-aid 
treatment of gas casualties, gasproof shelter, de- 


contamination, protection of food and water, and 
protection of animals. 


Protection of hospitals. [1942] 22p. illus. plans. 
(Off. of civilian defense, Medical div. bul. 3) 
Free from the Office. 


General information on the protection of hospital 
buildings, patients, and personnel. Prepared with 
the cooperation of a committee of the American 
hospital association. 


Protection of industrial plants and public 
buildings. 1941. [8]p. (Off. of civilian defense) 
Free from the Office. 
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This publication is designed to assist executives of 
public and private undertakings to protect indus- 
trial plants, schools, hospitals, business establish- 
ments, and public buildings from enemy air attack. 


Protection of schools and school children. 
1942. 14p. (Off. of civilian defense) Free from 
the Office. 

Tells how to prepare, what to expect, and what 


to do in a school in case of an air raid. Contains 
a suggested bulletin to parents. 


Protective concealment. 1942. 68p. illus. plans. 
tables. (Off. of civilian defense) Free from the 
Office. 

“This bulletin is concerned with practical measures 
for the concealment of important civilian installa- 
tions and equipment from aerial observation.” 
Describes the technique and materials used for 
camouflage and illustrates many of the methods. 


Report of bomb tests on materials and struc- 
tures; memorandum on protective construc- 
tion. [1941] 55p. illus. charts. (Off. of civilian 
defense) 15c. 


A statistical report of interest to the construction 
engineer. 


School and college civilian morale service, 
how to participate. 1941. 28p. (Off. of educa- 
tion) Free from the Office. 

Suggestions for libraries, schools, and colleges on 
how to establish cooperative plans to promote dis- 


cussion and study leading to an enlightened civilian 
morale. 


Staff manual, United States Citizens’ defense 
corps. 1942. 7p. charts. (Off. of civilian de- 
fense) 10c. 


Contains a list of publications of the Office of 
civilian defense. 


Standard school lectures, civilian protection. 
[1942] (Off. of civilian defense) 65c per set. 


Series 1, General subjects. [80]p. 

Series 2, Fire defense. [88]p. 

Series 3, Gas defense. [81]p. 
Lecture notes taken at the Civilian defense school 
at Edgewood Arsenal, Md., and issued in loose-leaf 


form for the guidance of instructors in local 
schools. 


Suggested regulations for large apartment 
houses in blackouts and air raids. [1942] 19p. 
illus. (Off. of civilian defense) Free from the 
Office. 

Information on the organization, protection, and 


special precautions for large apartment houses, 
with several hundred tenants. 


Suggested regulations for retail stores (De- 
partment stores—large specialty stores) for 
blackouts—air raids. [1942] 195p. illus. (Off. 
of civilian defense) Free from the Office. 


Brief instructions to store owners and managers 
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on how to organize air raid protection for their 
personnel and patrons. 


Suggested regulations for theaters (concert 
halls—all enclosed amusement places) for 
blackouts—air raids. [1942] 12p. (Off. of 
civilian defense) Free from the Office. 

Lists the responsibilities of theater owners and 


managers and discusses the duties, equipment, and 
personnel of theater defense groups. 


Training auxiliary firemen. 1942. 7p. (Off. of 
civilian defense) 5c. 


Course outlines are given for training in auxiliary 
fire service, advanced, and supplemental training. 


Training courses for civilian protection, en- 
rolled volunteer groups. 1941. 34p. (Off. of 
civilian defense) 10c. 

Information on the organization of schools, re- 
quirements for federal recognition, outline of 


courses, summary of training requirements, how to 
obtain insignia, etc. 


The United States Citizens defense corps; who 
can join, how to join, qualifications, schools, 
duties, insignia, equipment, coordination of 
groups. [1942] 39p. illus. (Off. of civilian de- 
fense) 20c. 

Presents a clear, well-illustrated outline of each 
service group, giving such information as type of 
personnel acceptable, percentages of workers nec- 
essary per 1000 population, school and training 


courses required, recommended training pamphlets, 
etc. 


Volunteers in health, medical care, and nurs- 
ing. 1942. 1lp. (Off. of civilian defense) Free 
from the Office. 

Information on eligibility, education, training, du- 
ties, and assignments of volunteers in these fields. 


War traffic control; for official use only. [1942] 
19p. (Off. of civilian defense) Free from the 
Office. 

An outline of the organization, administration, per- 
sonnel equipment, and operation of a war traffic 


control plan to be used during blackouts, air raids, 
evacuations, and disasters. 


Ill. Industry 


A. Government Contracts 


Bidder’s reference book; standard instruc- 
tions to bidders and contractual provisions for 
use with Quartermaster corps negotiated con- 
tracts. 1942. 68p. (War dept., Off. of the quar- 
termaster general) 15c. 


An essential guide for all who wish to sell to the 
Army. 


Clinic operating guide. 1942. 42p. illus. (Off. 
— management) Free from the 
Office. 
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Tells how to operate a defense production clinic 
and about results to be expected. 


Defense contract service; an appeal to every 
American manufacturer. 1941. 9p. (Off. of 
production management) Free from the Office. 


Information for the manufacturer on how and 
where to apply for defense contracts. 


Directory of contract opportunities, April 20, 
1942+ tables. (War production bd.) Free from 
the Board. 


“This directory lists the war work to be done, 
each week, broken down into separate parts... 
It arranges this information in alphabetical order 
so that you can readily find every job that will 
fit your idle machines.” Issued weekly. 


Farming out methods. 1941. 69p. (Off. of pro- 
duction management. Farming out bul. 5) 
Free from the Office. 


This description of the farming out process is use- 
ful to contractors, subcontractors, and community 
defense organizations in providing information on 
the subcontracting methods used by various indus- 
tries at the present time. 


How to sell to the government for civilian 
needs. 1941. 25p. (Bur. of foreign & domestic 
comn:erce, Industrial ser. 2) Free from the 
Bureau. 


Tells businessmen how routine government pur- 
chases are made. Contains a long list of the prin- 
cipal purchasing offices, arranged by department. 


Listing of major War department supply con- 
tracts by state, June 1940 through September 
1941, with October 1941 supplement. 1942. 90p. 
tables. (Off. for emergency management, Div. 
of information) Free from the Division. 

Information on each contract includes the name of 


the contractor, location, contract item, value, and 
dates of award and completion. 


Priorities regulation no. 1; establishing provi- 
sions and definitions applicable to the opera- 
tion of the priorities system. 1941. 7p. (Off. for 
emergency management, Off. of production 
management) Free from the Office. 


“Priorities Regulation No. 1 is a basic document. 
Its terms are to apply to all priorities orders and 
actions, except when otherwise specified, and will 
also govern all industrial and commercial transac- 
tions of every kind, even though the particular 
material involved has not been brought under other 
priority control.” 


Subcontracting for defense; 10 manufacturers 
tell how it’s done. 1941. 15p. (Off. of produc- 
tion management, Div. of production) Free 
from the Division. 


Designed to interest other holders of defense con- 
tracts in the benefits of subcontracting. 
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B. Labor 


Strikes in defense industries. 1941. 299p, 
tables. (Congress, S. doc. 52, 77th Cong. Ist 
sess.) 30c. 

“Statement showing basic data for the formulation 
of a policy toward strikes in defense industries 
in the United States together with facts as to the 
extent, duration, and severity of defense strikes, 
and the causes therefor; also a summary of the 
state and Federal law and jurisprudence which 
define the rights and status of labor insofar as they 
relate in any way to strike situations.” 


Strikes in 1941, and strikes affecting defense 
production. 1942. 48p. charts. tables. (Bur. of 
labor statistics, Bul. 711) 10c. 

The Bureau’s regular annual report on strikes, to 
which is added a report on strikes which affected 
defense production from June 1940 to the outbreak 
of war on December 7, 1941. 


U.S. labor goes to war. 1942. 23p. (War pro- 
duction bd.) Free from the Board. 


A brief survey of labor’s place in the war effort. 


C. Production 


Conversion: America’s job. [1942] 36p. (Off. 
for emergency management, Div. of informa- 
tion, Arsenal of democracy ser.) Free from 
the Division. 

Tells how Britain converted her industries to war 
work and how America can do the same. Contains 
a directory of field offices of the Contract distribu- 
tion branch of the WPB. 


Converting industry; turning a nation’s pro- 
duction to war. [1942] 70p. (War production 
bd.) Free from the Board. 

A series of addresses by War production board 
Officials at a conference of business paper editors 
and publishers. 


Gadgets to guns. [1942] [10]p. (Off. for emer- 
gency management, Div. of information) Free 
from the Division. 

“A recapitulation of the things Mr. and Mrs. 
America and the America son and daughter are 


being called upon to give up, and the reasons why 
they are asked to do without them.” 


Guns, not gadgets. 1941. 20p. (Off. for emer- 
gency management, Div. of information) Free 
from the Division. 

A series of popular articles under the following 
headings: the impact of defense; the Buffalo plan; 
two patterns of action; retooling factories; retrain- 
ing workers; our economy changes, 


Industrial mobilization; a selected list of ref- 
erences. 1941. 22p. (Library of Congress, Div. 
of bibliography) Free from the Division. 
This list is arranged alphabetically by author. 
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Materials for defense. 1941 44p. (Off. for emer- 
gency management, Div. of information, Ar- 
senal of democracy ser.) Free from the 
Division. 

Shortages in the production of aluminum, chromi- 
um, copper, lead, magnesium, rubber, steel, tin, 
tungsten, and zinc are here discussed and an appeal 
made for their conservation. 


Plant efficiency; ideas and suggestions on in- 
creasing efficiency in smaller plants. 1942. 39p. 
charts. (War production bd., Div. of informa- 
tion) 10c. 

Suggestions are given on such topics as good light- 
ing, cutting down accidents, longer life for cutting 
tools, training workers quickly, swing shifts, plant 
protection, etc. 


Priorities, 1942+ (War production bd., Bur. 
of priorities) Free from the Bureau. 

Issued twice monthly. ‘The purpose of this publi- 
cation is to provide a ready reference to priorities 
orders and forms and an index to materials, prod- 


ucts, and equipment to which such orders and 
forms relate.” 


Priorities and industry. 1942. 84p. tables. (War 
production bd., Div. of information) Free from 
the Division. 

Gives information on the general control of mate- 
rials by priorities, } priority assistance is granted, 
and what should be aone to obtain priorities assist- 
ance. Contains the text of all priorities regulations. 


Priorities instructions. Feb. 18, 1942. 32p. 
(Army and Navy munitions bd.) Free from 
the Board. 


The latest regulations for the filling of army and 
navy contracts. Supersede all previous instructions. 


Production goes to war. [1942] [20]p. illus. 
(War production bd., Div. of information) 
Free from the Division. 

A popular account of how American industry is 
producing planes, ships, tanks, and guns. 


Security for industrial plants. 1942. 25p. (Dept. 
of the navy) Free from the Department. 

Tells what precautions industrial plants should take 
to develop internal security. Also includes extracts 
of sabotage and espionage laws now in effect. 


The war production program; selected docu- 
mentation on the economics of war. 1942. 31p. 
(War production bd., Div. of information) 
Free from the Division. 

An annotated, classified list of selected reference 


material for students, speakers and _ research 
workers. 


D. Safety Education 


Labor and safety on the job in national de- 


fense. 1940. 12p. illus. (Div. of labor standards) 
Free from the Division. 
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A pamphlet of sound pointers for the worker to 
help him guard against industrial accidents and 
diseases. 


Lifting heavy weights in defense industries; 
methods for conserving health of women 
workers. 1941. 11p. illus. (Women’s bur., Spe- 
cial bul. 2) 5c. 

Tells how to overcome the dangers involved in 


women lifting heavy weights by using the most 
economical methods. 


Safeguarding manpower for greater produc- 
tion; the importance of safe working condi- 
tions in maintaining and increasing industrial 
output for national defense. 1940. 20p. (Div. 
of labor standards, Special bul. 1) 10c. 

A brief survey, with bibliography, of the existing 
knowledge of industrial health and safety, together 


with suggestions on general methods for correcting 
hazards. 


Safety clothing for women in industry. 1941. 
1lp. illus. (Women’s bur., Special bul. 3) 10c. 
What the woman in industry should wear in the 


way of shoes, goggles, cap, dress, gloves, etc., to be 
safely dressed. 


Safety for the worker. 1942. 12p. illus. (Off. 
of education, Vocational div., Defense training 
leaflet 1) 5c. 


“This pamphlet has been prepared to acquaint 
trainees in defense training classes with some basic 
safety principles and practices that every worker 
should know.” 


E. Vocational Education 


Guidance problems in wartime. 1942. 30p. 
illus. (Off. of education, Education & national 
defense ser. pam. 18) 20c. 


A study of the problems of educational progress, 
vocational planning, health, and personal and social 
adjustment which have been created or accentu- 
ated by the war situation. 


How to get free training for defense jobs. 
1941. 1lp. illus. (Social security board, Infor- 
mation service circ. 49) Free from the Board. 
Tells what the state employment service and its 


local employment offices are doing to aid defense 
training. 


Job instruction; a manual for shop supervisors 
and instructors. [1942] 43p. (War production 
board, Labor div.) 10c. 


“Designed for study and discussion by supervisors 
who wish to become familiar with or keep up-to- 
date on job instruction practices, and for training 
groups of instructors or employees who have job 
instruction duties.” Prepared and reprinted with 
the permission of the Western Electric Company. 


Job training for victory; a condensed guide to 
programs authorized by Congress to train per- 
sons for work in defense industries, govern- 
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mental agencies, and the armed services. new 
rev. ed. 1942. folder. (Off. of education) 5c. 


Gives for each program the wages in training, 
wages on job, purpose of training, persons eligible, 
length of courses, where offered, where to apply, 
etc. 


List of occupations approved by the Office of 
production management for vocational train- 
ing courses for defense workers. 1941. 205p. 
(Off. of education & Social security board) 
30c. 

This list is in two parts. Part 1 is an alphabetical 
arrangement of occupations with definitions. Part 2 
is an arrangement of the titles that appear in part 
1 by selected defense industries. 


Organization and personnel. Training within 
industry branch of the Office of production 
management. 1941. 12p. map. (Off. of produc- 
tion management) Free from the Office. 

Lists the representatives in charge and the advisers 
of the 22 district offices of the Training within in- 
dustry branch, set up to assist defense contractors 
with their problems of employment training. 


Vocational rehabilitation and national de- 
fense. 1941. 23p. illus. (Off. of education, Edu- 
cation & national defense ser..pam. 19) 15c. 
Information on the number of physically handi- 
capped workers available and the types of defense 
jobs they can fill, followed by a description of ap- 
proved rehabilitation methods. 


Out of crisis, opportunity! Apprenticeship in 
a long-range defense program. 1940. 27p. 
(Div. of labor standards, Bul. 43) 10c. 


An account of procedures for starting apprentice- 
ship programs, standards for apprentice training, 
and government aid. 


Vocational teaching. 1942. 67p. (War dept., 
Technical manual 1-1000) 15c. 

“This manual is designed to help Army Air Force 
officers, enlisted men, or civilian instructors who 
are to teach for the first time.’ Includes informa- 
tion of the process of learning, mechanical aspects 


of teaching, measuring the results of instruction, 
etc. 


F. Women 


Effective industrial use of women in the de- 
fense program. 1940. 22p. (Women’s bur., Spe- 
cial bul. 1) 10c. 

A statement of working conditions which are nec- 
essary in order to secure successful production 
through the employment of women workers in the 
defense program. 


The first year, a study of women’s participa- 
tion in Federal defense activities. 1941. 39p. 
illus. (U.S. Civil service commission) Free 
from the Commission. 

Contains a résumé of the work of women in the 
Federal service prior to 1940, picturesque jobs of 
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women in defense, training opportunities, a list of 
defense jobs which women are occupying, etc. 


Occupations suitable for women. 1942. 103p. 
tables. (Social security bd., Bur. of employ- 
ment security) 35c. 

A guide to both war and nonwar occupations which 
have customarily been filled by men but are suit- 
able for women. Contains revised and supplemen- 
tary definitions to the Dictionary of occupational 
titles. 


Recreation and housing for women war work- 
ers; a handbook on standards. 1942. 40p. 
(Women’s bur., Bul. 190) 10c. 

“A handbook on standards, policies, and procedures 
for the setting up and maintaining of adequate 
living facilities for women workers on war produc- 
tion.” 


Women’s employment in aircraft assembly 
plants in 1942. 1942. 23p. (Women’s bur., Bul. 
192-1) 10c. 

A survey of types of jobs done by women, plans 
for future employment of women, training, rates 
of pay, hours of work, working conditions, etc. 


Women’s employment in artillery ammunition 
plants, 1942. 1942. 19p. (Women’s bur., Bul. 
192-2) 5c. 

A survey of types of operations done by women in 
ammunition plants, followed by training and gen- 
eral personnel policies employed. 


Women’s part in World war II; a list of ref- 
erences. 1942. 84p. (Library of Congress, Div. 
of bibliography) Free from the Division. 

An annotated list relating to the employment, con- 
scription, activity in the armed services, etc. of the 
women of the United States, Great Britain, and 
other countries. 


Women’s work in the war. 1942. 10p. (Women’s 
bur., Bul. 193) 5c. 

Contents: Women stand ready to fill war jobs; 
Control of industrial home work in war time: 
Standards for lighting war-production plants; War 
emergency acts affecting women in manufacturing. 


Work clothes for women. 1942. 16p. illus. 
(Dept. of agriculture, Farmers’ bul. 1905) 5c. 
Styles are shown for a field suit, mechanic’s suit, 
protect-all, belted coverall apron, laboratory dress, 
coverette, nurse’s uniform, and others. 


Your questions as to women in war industries. 
1942. 10p. (Women’s bur., Bul. 194) 5c. 
Contents: Types of jobs; Replacement of men by 
women; Employment and unemployment; Aiti- 
tudes of employers; Operation of labor laws; 
Wages of men and women; Training; British ex- 
perience. 


IV. National Defense 


Arsenals of democracy; pictures and tabloid 
statistical surveys of fifteen major projects 
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under the national defense program. [1941] 
3ip. illus. (War dept., Bur. of public rela- 
tions) Free from the Bureau. 

This booklet attempts “to portray pictorially, and 
in terse verbal statistical descriptions, the progress 
made by the Ordnance department in meeting the 
responsibilities of expansion placed on it by the 
President and the Congress by means of legislation 
enacted during the past critical year.” 


Citadels of democracy; camps and plants for 
men and munitions. 1941. 44p. illus. (War 
dept.) Free from the Department. 


A graphic presentation of the development and 
construction of army housing and munition plants. 


Defense financing; a selected list of references. 
1941. 40p. (Library of Congress, Div. of bibli- 
ography) Free from the Division. 

References on defense financing in the United 
States, followed by a section on foreign countries. 


Defense, one year. 1941. 30p. illus. charts. (Off. 
for emergency management) 10c. 

A record of what has been accomplished during 
the year from May 1940 to May 1941. Included are 
chapters on defense costs, plants, materials, train- 
ing, production, housing, etc. 


The defense program; a handbook for speak- 
ers. 1941. 15p. (Off. for emergency manage- 
ment, Div. of information) Free from the 
Division. 

A background pamphlet, giving information on all 
phases of the defense program in simple terms. 


Dollars for democracy. [1941] 16p. charts. (Off. 
for emergency management) Free from the 
Office. 

There are chapters on why money was mobilized, 
some effects of the effort, and finding the dollars. 


Provides a Clear picture of what the defense effort 
is costing. 


Government sources of information on na- 
tional defense (Preliminary edition). [1942] 
50p. (Off. of education, Education & national 
defense ser. pam. 2) Free from the Office. 

A comprehensive annotated list, including all pub- 
lications of 1940 and 1941. Material is classified by 
issuing department or agency and function of each 
in the defense program is given. 


Historical units of agencies of the first World 
war, 1942. 3lp. (National archives, Bulletin no. 
4) 10c. 


An account of the creation and operation of his- 
torical war units in the last war as background for 
their operation at the present time. 


Home nursing; courses in high schools. 
[1940]. 18p. illus. (Off. of education, Educa- 
tion & national defense ser. 9) 15c. 


Contains information on the need for home nursing 
instruction, brief descriptions of selected courses, 
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vocational aspects of the subject, 
references. 


and _ selected 


Information bulletin no. 2, for inventors, engi- 
neers, scientists, technicians, and others 
desirous of aiding the national defense. 1941. 
22p. (Dept. of commerce, National inventors 
council) Free from the Council. 

Contains information on the purpose of the Na- 
tional inventors council, character of useful in- 
ventions, defense value of inventions, suggested 


procedure for submitting inventions, instructive 
literature, etc. 


Laws relating to national defense enacted dur- 
ing seventy-sixth congress. 1941. 23lp. (Con- 
gress, House document room) 20c. 

Contains the texts of laws, arranged chronologi- 


cally, which have been approved from April 3, 1939 
to October 14, 1940. 


A list of bibliographies on questions relating 
to national defense. 1941. 2lp. (Library of 
Congress, Div. of bibliography) Free from the 
Division. 

This list of 188 items is arranged alphabetically by 
author. 


Millions for defense; emergency expenditures 
for national defense, 1933-1940. 1940. 46p. 
illus. (Federal works agency) Free from the 
Agency. 

A picture book of PWA emergency spending dur- 


ing the past seven years, and its relationship to 
our national defense. 


Mrs. Brown buys a bond for America’s future. 
1941, [30]p. illus. (Dept. of the treasury) Free 
from the Department. 


Tells why, where, and how to buy defense savings 
stamps and bonds. 


Music in the national effort. [1942] 8p. (War 
dept., Bur. of public relations) Free from the 
Bureau. 

Contains suggestions for the introduction of na- 
tional airs into various community activities, words 
and music of the Star Spangled Banner, and a 


list of musical numbers appropriate for national 
defense, unity, and morale. 


Non-government sources of information on 
national defense. (Preliminary edition) [1942] 
44p. (Off. of education, Education & national 
defense ser. pam. 3) Free from the Office. 

A comprehensive annotated list, giving publications 
of nonprofit organizations which have issued ma- 


terial relating to national defense during 1940 and 
1941. 


Office for emergency management handbook; 
functions and administration. 1942. 72p. charts. 
tables. (Off. for emergency management) 15c. 
O.P.; being revised. 


A description of the nation’s war organization, 
exclusive of the military and naval services. 
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Reference list of national defense publications; 
a selection of pertinent bulletins and articles 
prepared by federal agencies actively engaged 
in the national defense program. 1942. 36p. 
(Off. of government reports) Free from the 
Office. 

An annotated list, arranged by issuing agency. 
Many of the titles listed are available free of 
charge. 


Report to the nation; the American prepara- 
tion for war, 1942. 62p. map. (Off. of facts & 
figures) Free from the Office. 

“The report presents the story of the effort of the 
American people to arm themselves and to supply 
their friends in the 18 months between the fall of 
France and the Axis attack upon the United 
States.” 


Report under the Act of March 11, 1941 
(Lend-lease act), 1941+. (Off. for emergency 
management. Div. of defense aid reports) 10c 
each. 

Report issued every 90 days. The first report con- 


tains the text of the Lend-Lease act and several 
related acts. 


United States defense savings bonds and 
stamps, handbook for speakers. 1941. 27p. 
(Dept. of the treasury) Free from the Depart- 
ment. 

Contains facts about defense savings bonds, facts 


that should sell bonds, how to make an effective 
talk, etc. 


Victory. v.1, no. 1, Aug. 30, 1940+. illus. (Off. 
for emergency management) 75c a year. 

This is the official bulletin of the Office for emer- 
gency management and is a weekly record of the 


progress of the war program in Washington and 
in the states. Called Defense prior to Dec. 1941. 


War against waste. 1941. 26p. (Off. for emer- 
gency management, Div. of information, Ar- 
senal of democracy ser.) Free from the Divi- 
sion. 

Tells of conservation of resources during the last 


World war, what other countries are doing, and 
outlines a program for America. 


V. Reconstruction 


After defense—what? 1941. 19p. (National re- 
sources planning bd.) 5c. 

A report on the effects of the transition to a war 
economy which is now going on, and a plan for 
action in returning to a peacetime economy. 


After the war—full employment; post-war 
planning. 1942. 19p. (National resources plan- 
ning bd.) 5c. 


A discussion of how economic collapse and mass 
unemployment can be avoided after the war. 


After this war—what? 1942. [4]p. (War pro- 
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duction bd.) Free from the Board. 


A simple statement of assurance that the federal 
government is planning a sound reconstruction to 
prevent a postwar collapse of the economic system. 


Better cities; building America. 1942. 22p. 
(National resources planning bd.) 5c. 

“This pamphlet suggests some of the conceptions 
that-must underlie a concerted effort to remake 
our American cities after the war.” 


Post-war planning; full employment, security, 
building America. 1942. 32p. (National re- 
sources planning bd.) 10c. 


Suggests a postwar agenda consisting of plans for 
demobilization, private enterprise and planning, 
public activities, plans for security, participation 
in planning by various governments, plans in the 
international scene, etc. 


The role of the housebuilding industry; build- 
ing America. 1942. 29p. (National resources 
planning bd.) 10c. 

Considers the need, the methods, the land and 
financial policies, and the programming of a post- 
—” to establish a large housebuilding in- 
ustry. 


Toward new horizons; the world beyond the 
war. 1942. 15p. (Off. of war information) Free 
from the Office. 


The texts of recent speeches of Vice President 
Henry A. Wallace, Under Secretary of State Sum- 
ner Welles, Ambassador John G. Winant, and Milo 
Perkins, Executive Director of the Board of eco- 
nomic warfare, all on the general subject of the 
postwar world and reconstruction. 


The war and human freedom, by Honorable 
Cordell Hull, Secretary of State. 1942. 20p. 
(Off. of war information) 5c. 

A clear statement of what we are fighting for and 


how we shall have to plan for peace and the post- 
war preservation of human freedom, 


VI. Technical Training 


A. Aeronautics 


Aerodynamics for pilots. 1940. 158p. illus. 
tables. (Civil aeronautics admin., Civil aero- 
nautics bul. 26) 30c. 


This bulletin was prepared for use as a text in ihe 
Civilian pilot training program. Aerodynamics has 
here been simplified so as to be understandable by 
a pilot with a limited knowledge of mathematics 
and physics. 


Air navigation. 1940. 296p. illus. charts. (War 
dept., Technical manual 1-205) 40c. 

Includes sections on pilotage and elementary dead 
reckoning, precision dead reckoning and radio navi- 
gation, and nomenclature of air navigation. 


Air-conditioning young America. 1942. 32p. 
illus. (Civil aeronautics admin. & Off. of edu- 
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cation) Free from the Administration or Office. 
Robert H. Hinckley, Assistant secretary of com- 
merce for air, tells of the need and the means of 
training youth to become “air-conditioned.” Also 
included is “Aviation education to win the war” 
by John W. Studebaker, U.S. Commissioner of edu- 
cation. 


Aircraft engine operation and test. 1941. 64p. 
illus. (War dept., Technical manual 1-408) 
15c. O.P.; being reprinted. 

Includes information on aircraft control systems, 
power plant troubles, storage, and shipment. 


Aircraft engines. 1941. 81p. illus. charts. (War 
dept., Technical manual 1-405) 15c. 


A manual on engine principles, construction, repair, 
lubrication, cooling, etc. 


Aircraft induction, fuel, and oil systems. 1941. 
96p. illus. charts. (War dept., Technical man- 
ual 1-407) 20c. 


Contains a section on supercharger systems. 


Aircraft instruments. 1942. 234p. illus. charts. 
(War dept., Technical manual 1-413) 30c. 


Information on the purpose, operation, use, and 
maintenance of about 50 instruments used in the 


conventional two-engine bomber or transport air- 
plane. 


Aircraft navigation manual, U.S. navy. 1941. 
258p. illus. tables. (Hydrographic off., Pub. 
216) Cloth, $1. 


Of use to the student aviator and the service pilot. 
Chapters are included on aircraft navigation instru- 
ments, dead reckoning navigation, radio navigation, 
celestial navigation, airways system of the US., 
meteorology, and nomenclature of air navigation. 


Airplane hydraulic systems and miscellaneous 
equipment. 1941. 106p. illus. plans. charts. 
(War dept., Technical manual 1-411) 15c. 

Includes information on the following types of 
airplane equipment: fire extinguishing, flotation, 


oxygen, ice eliminating, heating and ventilating, 
and aircraft parachute flare. 


Airplane inspection guide. 1942. 104p. tables. 
(War dept., Technical manual 1-415) 15c. O.P.; 
being reprinted. 

A manual for airplane mechanics and inspectors, 
giving the information necessary to fulfill the re- 
quirements of the preflight, daily, 25-hour, 50-hour, 
engine change, and special inspections. 


Airplane structures. 1941. 132p. illus. (War 
dept., Technical manual 1-410) 20c. 

Information on the structural details of fuselages, 
wings, stabilizers, wheels, brakes, etc. Also a sec- 
tion on definitions and nomenclature. 


The American air almanac, January-April, 
1941+ tables. (Naval observatory) $1. 


Issued three times a year. Contains the essential 
astronomical data required for aerial navigation. 
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CAA for defense. 1941. 16p. illus. charts. (Civil 
aeronautics admin.) Free from the Adminis- 
tration. 


A summary of how the CAA is improving pilot 
training, airways, airports, and air safety for na- 
tional defense. 


Civil pilot training manual. 2d ed. 1941. 334p. 
illus. (Civil aeronautics admin., Civil aeronau- 
tics bul. 23) 65c. 


This is a beginning manual for all civilian student 
pilots. Contains chapters on aircraft operation, 
private flight course, restricted commercial flight 
course, seaplane flying, general information, and 
glossary of aeronautical terms. 


Digest of civil air regulations for pilots. 5th 
ed. 1941. 69p. illus. tables. (Civil aeronautics 
admin., Civil aeronautics bul. 22) 20c. 

Provides students and private pilots with federal 
regulations regarding pilot rating, air traffic routes, 


aircraft registration, flight rules, and other regula- 
tions. 


Elementary flying. 1942. 145p. illus. (War 
dept., Technical manual 1-210) 25c. O.P.; be- 
ing reprinted. 

“The purpose of this manual is to set forth the 
procedure to be followed in order to standardize 


flight instruction of military students at elemen- 
tary flying schools.” 


Elementary physics for pilot trainees. 1942. 
116p. illus. charts. (War dept., Technical man- 
ual 1-233) 20c. 


The emphasis here is on physics as it relates to the 
problems of meteorology. 


Flight instructor’s manual. 3d ed. 1941. 146p. 
illus. tables. (Civil aeronautics admin., Civil 
aeronautics bul. 5) 35c. 


This manual has been designed to standardize flight 
instruction for the private and the restricted com- 
mercial courses. 


Fundamentals of air fighting. 1942. 31p. illus. 
(War dept., Off. of the adjutant general) 10c. 
O.P.; being reprinted. 

A popular guide to gunnery principles, formation 


principles, evasion principles, etc. Cartoons illus- 
trate errors in flying. 


Ground instructor’s manual. 1940. 51p. (Civil 
aeronautics admin., Civil aeronautics bul. 30) 
15c. O.P.; being revised. 


This manual has been prepared for the use of 
ground instructors in the Civilian pilot training 
program. Subjects covered include meteorology, 
navigation, aerodynamics, airplanes, and power- 
plants. 


Instrument flying training. 1942. 144p. illus. 
a. (War dept., Technical manual 1-445) 


General instructions, exercises, and other techni- 
cal aspects of basic and advanced instrument flying. 
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Mathematics for pilot trainees. 1942. 64p. illus. 
(War dept., Technical manual 1-900) 10c. 

“The purpose of this manual is to provide, in con- 
venient form, a review of some topics of arith- 
metic and related material which the pilot trainee 
must understand in order to practice simple air 


navigation and to cope with other problems of the 
practical airman.” 


Military intelligence; identification of US. 
government aircraft. 1942. 15lp. illus. (War 
dept., Basic field manual 30-30) 25c. O.P.; be- 
ing revised. 

Photographs and profiles of all types of army and 


navy aircraft. Also information on identification 
by sounds, methods of operation, etc. 


Parachutes, aircraft fabrics, and clothing. 1941. 
119p. illus. (War dept., Technical manual 1- 
440) 15c. 


Contains information on the materials, construction, 
maintenance, and use of parachutes. 


Physiological aspects of flying and mainte- 
nance of physical fitness. 1941. 127p. illus. 
charts. tables. (War dept., Technical manual 
1-705) 25c. 

A study of the effects upon the human body in- 
duced by altitude, cold, acceleration, and centrif- 
ugal force, followed by a section of psychology and 
psychiatry as they apply in aviation. 


Pilots’ airplane manual. 1940. 150p. illus. 
(Civil aeronautics admin., Civil aeronautics 
bul. 27) 30c. 

A nontechnical treatment of the structure, mainte- 


nance, and rigging of aircraft. Used as a textbook 
in the Ciivlian pilot training program. 


Pilots’ powerplant manual. 1940. 392p. illus. 
charts. Civil aeronautics admin., Civil aero- 
nautics bul. 28) 75c. O.P.; being reprinted. 
Of use to all students preparing for a commercial 
pilot certificate. The unit called the powerplant 
consists of the engine, the propeller, and the engine 
accessories. 


Practical air navigation. 1940. 245p. illus. 
charts. maps. (Civil aeronautics admin., Civil 
aeronautics bul. 24) $1. O.P.; being reprinted. 
Gives information on instruments, chart reading, 
cross-country flying, air navigation by dead reckon- 
ing, radio navigation, celestial navigation, etc. 


Pre-aviation-cadet training in high schools. 
1942. 17p. (Off. of education, Leaflet 62) 5c. 


Gives physical and mental requirements for the 
flying personnel of the army and navy, followed 
by a description of the part high schools can play 
through their courses in mathematics, physics, and 
physical education. 


Pre-flight aeronautics in secondary schools. 
1942. 47p. (Off. of education, Leaflet 63) Free 
from the Office. 


“An administrative and instructional guide with 
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special reference to the preliminary training of 
prospective aviation cadets.” 


Theory of flight. 1941. 182p. illus. charts. (War 
dept., Technical manual 1-400) 30c. O.P.; be- 
ing reprinted. 

A manual on the mechanical and physical laws 
which govern airplane performance. The appendix 
includes a list of aeronautical terms. 


B. Automobiles 


America’s trucks: Keep ’em rolling. [1942] 
14p. illus. (Off. of defense transportation) 5c. 
A handy guide to truck and tire conservation. 
Contains check lists of points to be taken care of 
at the 1,000, 5,000, and 15,000-mile inspections. 


Automotive brakes. 1941. 81p. illus. 
dept., Technical manual 10-565) 15c. 


A handbook of mechanical, hydraulic, air, vacuum, 
and electric braking systems. 


(War 


Automotive electricity. 1941. 177p. illus. (War 
dept., Technical manual 10-580) 20c. 


Contains sections on principles of electricity and 
magnetism, the storage battery, battery ignition 
system, magneto ignition, starting and generating 
systems, the lighting system, and other electrical 
units. 


Automotive lubrication. 1940. 57p. illus. 
charts. (War dept., Technical manual 10-540) 
10c. O.P.; being reprinted. 

Contains information on the theories, sources, 


types, properties, characteristics, problems, and uses 
of lubricants. 


Automotive power transmission units. 1941. 
120p. illus. (War dept., Technical manual 10- 
585) 15c. 


“This manual describes the functions and operating 
fundamentals of all the usual devices employed in 
transmitting the power of the engine to the wheels 
of a motor vehicle, as well as the several power 
take-off devices sometimes used.” 


The body finisher, woodworker, upholsterer, 
painter, and glassworker. 1942. 109p. illus. 
tables. (War dept., Technical manual 10-455) 
20c. 


A general introduction to these trades, with em- 
phasis on their application to motor vehicle repair. 


Chassis, body, and trailer units. 1941. 100p. 
illus. (War dept., Technical manual 10-560) 
15c. 


Information on automobile frames, springs, shock 
absorbers, suspension systems, steering systems, 
wheel alinement, wheels, rims, tires, bodies, and 
trailers. 


Driver’s manual, United States Army. 1942. 
108p. illus. charts. (War dept., Technical man- 
ual 10-460) 20c. O.P.; being reprinted. 
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Specific instructions to soldier-drivers on how to 
operate and maintain motor vehicles. Contains 
many useful safety suggestions. 


The internal combustion engine. 1941. 103p. 
illus. (War dept., Technical manual 10-570) 
dc. 

Information on principles of operation, types of 
engines, engine parts, lubrication, and cooling. In- 
cludes a section on engine terminology. 


The motor vehicle. 1940. 89p. illus. (War 
dept., Technical manual 10-510) 15c. 

Contains information on automotive nomenclature 
and terminology, description and characteristics of 
military motor vehicles, functions of motor parts, 
eic. 


Sheet metal work, body, fender, and radiator 
repairs. 1941. 116p. illus. (War dept., Techni- 
cal manual 10-450) 20c. 

After elementary instruction in sheet metalwork, 
this manual presents a well-illustrated description 
of automobile fuel tank, body, fender, and radiator 
repair. 


C. Drafting and Surveying 


Surveying. 1940. 513p. illus. charts. tables. 
(War dept., Technical manual 5-235) 70c. 


A manual on modern surveying methods, including 
directions for the care and use of surveying instru- 
ments. 


Surveying tables. 1940. 392p. tables. (War 
dept., Technical manual 5-236) 40c. 


A handbook of 56 mathematical tables including 
common logarithms of numbers, natural sines and 
cosines, conversion of feet to meters, standard time 
signals, conversion of mean time to sidereal time, 
squares, cubes, square roots, cube roots, common 
logarithms of circular functions, etc. 


Topographic drafting. 1940. 302p. illus. charts. 
maps. (War dept., Technical manual 5-230) 
$1. 

Basic instruction on the use and care of drafting 
equipment, aerial photographs, map projections, 
plotting methods, etc. 


D. Electricity 


Electrical fundamentals. 1941. 155p. illus. 
charts. (War dept., Technical manual 1-455) 
25e. O.P.; being reprinted. 

Basie facts on electrical energy, batteries, solution 
of circuits, magnetism, alternating current, etc. 


Also a list of electrical symbols and a glossary of 
terms. 


Static electricity. 1942. 36p. tables. (National 
bur. of standards, Cir. 438) 10c. 


“The nature and origin of the charges of static 
electricity arising in industrial processes are dis- 





cussed and various methods of mitigation of the 
hazards which they introduce are suggested.” 


E. Engineering 


Engineer field manual; reference data. 1941. 
369p. illus. charts. tables. (War dept., Engi- 
neer field manual 5-35) 75c. 

Contains an outline of typical procedures used in 
the construction of roads, bridges, railways, field 
fortifications, camouflage, barriers, etc. Reference 
tables are also included on mathematical and 
physical data, data on materials, and troop move- 
ment data. 


Engineer soldier’s handbook. 1941. 90p. illus. 
(War dept., Basic field manual 21-105) 20c. 
An elementary handbook covering the use of engi- 
neer hand tools and materials, elementary rigging, 
individual protection, explosives and demolitions. 
bridges, assault and pontoon boats, engineer mili- 
tary terms, engineer insignia, etc. 


F. Machine-Shop Practice 


Grinding machines. 1940. 78p. illus. (War 
dept., Technical manual 1-422) 15c. 


General information on grinding wheels, grinding 
operations, and finishing. 


Hand, measuring, and power tools. 1941. 121p. 
illus. tables. (War dept., Technical manual 
10-590) 20c. 

Covers the use and care of such tools as hammers, 
screw drivers, wrenches, files, hacksaws, chisels, 
drills, dies, rules, squares, micrometers, gage blocks, 
electric drills, valve grinding tools, and many others. 


Heat treating and inspection of metals. 1941. 
57p. illus. charts. tables. (War dept., Technical 
manual 1-423) 10c. O.P.; being reprinted. 


Gives operations for specific heat treatments for 
various aircraft steels and aluminum alloys. 


Lathes. 1940. 94p. illus. (War dept., Technical 
manual 1-420) 15c. 


A manual on the construction, operation, and care 
of lathes. 


The machinist. 1941. 184p. illus. tables. (War 
dept., Technical manual 10-445) 25c. O.P.; be- 
ing reprinted. 

Explains the principles and operation of drill 


presses, lathes, milling machines, shapers and 
planers, grinders, and power hacksaws. 


Milling machines, shapers, and planers. 1942. 
192p. illus. charts. tables. (War dept., Techni- 
cal manual 1-421) 30c. 

Covers description, installation, maintenance, at- 


tachments, accessories, etc., for each type of 
machine. 


Shop work. 1942. 139p. illus. tables. (War 
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dept., Technical manual 11-453) 20c. O.P.; be- 
ing reprinted. 

Instructions in the use. and maintenance of wood- 
working and metal tools. 


G. Motors 


Diesel engines and fuels. 1941. 115p. illus. 
charts. (War dept., Technical manual 10-575) 
20c. 

Includes information on ignition systems, fuel 
supply, starting and cooling system, lubrication, 
and a glossary of terms. 


The internal combustion engine. 1941. 103p. 
illus. (War dept., Technical manual 10-570) 
15c. 

Information on principles of operation, types of 
engines, engine parts, lubrication, and cooling. 
Includes a section on engine terminology. 


The motorcycle. 1940. 43p. illus. (War dept., 
Technical manual 10-515) 10c. 


Information on motorcycle nomenclature, mainte- 
nance, operation, inspection, training course, tools, 
and equipment. 


H. Photography 


Advanced map and aerial photograph read- 
ing. 1941. 190p. illus. charts. maps. tables. 
(War dept., Basic field manual 21-26) 20c. 
O.P.; being reprinted. 

Covers such topics as distance, direction, coordi- 
nates, elevation, relief, slope, profile, visibility, 
stereovision, photomaps, etc, 


Aerial photography. 1941. 66p. illus. charts. 
(War dept., Technical manual 1-220) 15c. 


Designed to teach the taking of all the types of 
aerial photographs used for military purposes, such 
as mapping, intelligence, mosaics, etc. 


Aerial phototopography. 1941. 104p. illus. maps. 
(War dept., Technical manual 5-240) 15c. 
Describes in detail the proved methods of produc- 
ing topographic maps by the use of aerial photo- 
graphs and stereoscopic plotting instruments. 


Basic photography. 1941. 342p. illus. charts. 
tables. (War dept., Technical manual 1-219) 
50c. 

Includes information on elementary photography, 
sensitized materials, optics, filters, negative mak- 


ing, printing, copying, slides, color photography, 
tables used in photography, glossary of terms, etc. 


Elementary map and aerial photograph read- 
ing. 1941. 100p. illus. maps. (War dept., Basic 
field manual 21-25) 30c. O.P.; being reprinted. 


Covers conventional signs and military symbols, 
map measurements, direction and azimuth, location 
by coordinates, elevation and relief, map reading 
in the field, and aerial photograph reading. 
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I. Radio 


Aircrzft radio shop practice. 1942. 124p. illus, 
tables. (War dept., Technical manual 1-470) 
20c. 

An explanation of the tools and materials used, 
followed by instructions on aircraft radio installa- 
tions, test equipment, antennas, etc. 


Pilots’ radio manual. 1940. 98p. illus. charts. 
(Civil aeronautics admin., Civil aeronautics 
bul. 29) 25c. 

Issued for use as a text in the Civilian pilot train- 
ing program. Contains material on modern radio 
equipment, application of radio in aeronautics, 
procedures and phraseologies for airport traffic con- 
trol, glossary of radio terms, etc. 


Radio fundamentals. 1941. 140p. illus. charts. 
(War dept., Technical manual 11-455) 25c. 
O.P.; being reprinted. 

A guide to the basic principles of radio transmitters 
and receivers. Contains lists of symbols and ab- 
breviations used in radio diagrams and literature. 


Radio glossary. [1941] 17p. illus. (Off. of edu- 
cation) Free from the Office. 
A list of terms classified under the following head- 


ings: continuity, production, sound, engineering, 
sign language of radio studios. 


The radio operator. 1942. 126p. illus. tables. 
(War dept., Technical manual 11-454) 20c. 
“This manual covers the selection of personne! 
which will probably absorb instruction most quick- 
ly, the basic instruction of all operators, and radio 
procedure in tactical and other nets.” 


J. Shipbuilding 


An introduction to shipbuilding. Prepared and 
made available by Shipbuilding div., Bethle- 
hem steel co. 1942. 80p. plans. (War produc- 
tion bd., Labor div.) 20c. 

A brief summary of shipbuilding materials, struc- 
tural members, fabrication, hull construction, weld- 
ing, launching, outfitting, etc. Also a list of ship 
terms and their meanings. 


K. Weather 


Basic weather for pilot trainees. 1942. 204p 
illus. charts. maps. tables. (War dept., Techni- 
cal manual 1-232) 35c. 

Illustrated by cartoons of Aviation cadet Knuckle- 
head, “the little gent noted for his deficiency in 
gray matter.” Contains a glossary of terms and 2 
chart of weather map symbols. 


Elementary weather for pilot trainees. 1942. 
23p. charts. (War dept., Technical manual 1- 
231) 10c. 

A brief manual designed to teach pilots how to 
read and use weather information and how to:rec- 
ognize and report weather phenomena. 
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Meteorology. 1942. 5lp. illus. tables. (War 
dept., Technical manual 3-240) 10c. O.P.; be- 
ing reprinted. 

A study of weather elements and forecasting with 
emphasis upon their effect in chemical warfare. 


Meteorology for pilots. 1940. 167p._ illus. 
charts. maps. (Civil aeronautics admin., Civil 
aeronautics bul. 25) 75c. O.P.; being revised. 


A meteorology text for pilots who have had no 
previous training in the subject. 


Weather manual for pilots. 1940. 293p. illus. 
charts. maps. (War dept., Technical manual 
1-230) 40c. O.P.; being reprinted. 

An excellent textbook on general meteorology. In- 
cludes a glossary of terms and a bibliography. 


L. Welding 


The blacksmith and the welder. 1941. 97p. 
illus. charts. (War dept., Technical manual 
10-440) 25c. 

A guide to the equipment and procedure of simple 


metalworking as it is done in blacksmithing, gas 
and electric welding, and metal cutting. 


Welding. 1942. 180p. illus. tables. (War dept., 
Technical manual 1-430) 30c. 

Technical information on welding fundamentals, 
oxyacetylene welding equipment, electric arc weld- 


ing, electric resistance welding, welding steel and 
steel alloys, etc. 


Vil. Wartime Living 
A. Agriculture 


Guides for wartime use of women on farms. 
1942. 1lp. (Women’s bur., Special bul. 8) 10c. 
Principles of recruiting, placement, physical ex- 
aminations, hours of work, wages, housing, etc. to 
be observed in the use of women workers in the 
Nation’s “food-for-victory” program. 


How rural youth may serve. 1942. 34p. illus. 
(Off. of education, Education & national de- 
fense ser. pam. 20) 15c. 

Tells how rural youth can help the war effort by 
emphasis on health, democratic living, study of 
local culture, building school and community 
morale, conservation activities, preparing for em- 
ployment, and through rural youth groups. 


War and farm work. 1942. 2ip. illus. (Dept. 
of agriculture, Misc. pub. 492) 10c. 


A study of how labor shortages due to the war can 
be effectively dealt with. 


Watch your step; farm safety for national de- 
fense. 1942. 32p. illus. (Dept. of agriculture, 
Mise. pub. 481) Free from the Department. 

Safety around the farm, about the home, electrical 
safety, fire prevention, and motor vehicle accidents. 





B. Aliens 


Questions and answers on regulations con- 
cerning aliens of enemy nationalities. 1942. 
45p. (Dept. of justice) Free from the Depart- 
ment. 


An informal guide to the regulation of aliens of 
enemy nationalities as applied to travel, hearing 
boards, change of employment, change of address, 
prohibited articles, certificates of identification, etc. 


Regulations controlling travel and other con- 
duct of aliens of enemy nationalities. 1942. 
8p. (Dept. of justice) Free from the Depart- 
ment. 


Regulations relating to travel within a community, 
commuting to business, travel by airplane, pos- 
session of radio transmitters, cameras, and firearms. 


Regulations governing certificates of identifi- 
cation for aliens of enemy nationalities. 1942. 
8p. (Dept. of justice) Free from the Depart- 
ment. 


Gives information on who are required to register, 
where to apply, method of making application, 
violation of regulations, etc. 


C. Censorship 


Code of wartime practises for American 
broadcasters. 1942. 7p. (Off. of censorship) 
Free from the Office. 


Gives restrictions placed on news programs, ad lib 
programs, and foreign language programs. 


Code of wartime practices for the American 
press. 1942. 6p. (Off. of censorship) Free from 
the Office. 


Tells what restrictions have been placed on news- 
papers and magazines regarding the publication of 
information on U.S. troops, ship movements and 
sinkings, air attacks, production, weather reports, 
etc. 


U.S. cable and radio censorship regulations. 
= 7p. (Off. of censorship) Free from the 
Office. 


Tells how messages must be addressed and signed, 
language permitted, use of codes, subjects excluded, 
etc. 


U.S. postal censorship regulations. 1942. 5p. 
(Off. of censorship) Free from the Office. 


Rules governing mail to foreign countries, to enemy 
nationals, to prisoners of war, etc. 


U.S. radiotelephone censorship regulations. 
a 3p. (Off. of censorship) Free from the 
ce. 


These regulations apply to all radio-telephone calls 
to persons outside the jurisdiction of the United 
States. Tells what subjects may not be discussed 
in these calls. 
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D. Children 


Children and war: a selected list of references. 
1942. 21p. (Library of congress, Div. of bibli- 
ography) Free from the Division. 

Readings on the special problems of children in 
war times from World War I to the present time. 


Civil defense measures for the protection of 
children; report of observations in Great 
Britain, February 1941. 1942. 186p. illus. (Chil- 
dren’s bur. pub. 279) 30c. 

A study of the protection of children under bom- 
bardment, the effect of war and civil defense on 
children, the evacuation of children, their health 
education, etc. 


Proceedings of Conference on day care of chil- 
dren of working mothers, with special refer- 
ence to defense areas; held in Washington, 
D. C., July 31 and August 1, 1941. 1942. 84p. 
(Children’s bur., Pub. 281) 15c. 


Statements of problems involved and solutions and 
programs started by various governmental agencies. 


Standards for day care of children of working 
mothers. 1942. 20p. (Children’s bur., Pub. 
284) 10c. 


Gives standards of group care for various age 
groups, homemaker service, and foster-family day 
care. 


To parents in wartime. 1942. 20p. (Children’s 
bur. pub. 282, Children in wartime 1) 5c. 


Suggestions to parents on how they can prepare 
to face whatever may come and how to help their 
children to continue living their everyday lives 
with as little change as possible. Various groups 
are considered. 


Volunteers in child care. 1942. 17p. (Off. of 
civilian defense) 5c. 

“For the use of civilian defense volunteer offices, 
children’s health and social welfare agencies, local 
defense councils, central volunteer bureau and 
other community services and individuals inter- 
ested in volunteer participation in child care pro- 
grams.” 


E. Cost of Living 


The consumer and the war; a study outline. 
1942. 24p. (Off. of price admin., Consumer 
div.) Free from the Division. 

An outline for eight discussion meetings on such 
topics as the consumer's position in the war, wise 
buying of food and clothing, conservation of con- 
sumer goods in the home, use of alternative goods 
and services by homemakers, and participation in 
community consumer programs. 


Consumer prices; special issue on what war- 
time price control means to you. 1942. 20p. 
(Off. of price admin., Consumer div.) Free 
from the Division. 


A clear discussion of price control under such 
headings as the why of price control, what price 
control means to you, what you should know about 
price control, etc. 


The effect of war on the cost of living; a 
selected list of references. 1941. 17p. (Library 
of Congress, Div. of bibliography) Free from 
the Division. 

A classified list, giving references for the United 
States, British Empire, European countries, Russia 
and the Far East, and South America. 


“Federal price control, July 1, 1940-February 


10, 1942; an indexed digest by subject. [1942] 
127p. (Off. of price admin.) 20c. 

“A digest of all public announcements made by 
the Office of Price Administration and its predeces- 
sors over the period of slightly more than 1 year 
7 months during which Federal price-control activ- 
ities were carried out under Executive orders of 
the President.” 


The general maximum price regulation. 1942. 
30p. (Off. of price admin., Bul. 1) Free from 
the Office. 

This regulation was issued on April 28, 1942, under 


the authority of the Emergency price control act 
of 1942. 


How to stop inflation. [1942] [10]p. illus. (Off. 
of price administration) Free from the Office. 


Tells what other countries have done, the effects 
of inflation, and how to control prices. 


Maximum price regulation number 188, with 
40 questions and answers in explanation there- 
of. 1942.31p. (Off. of price admin.) Free from 
the Administration. 

This regulation is concerned with manufacturers’ 
maximum prices for specified building materials 
and consumers’ goods other than apparel. 


Procedural regulation no. 3. 1942. 14p. (Off. 
of price admin.) Free from the Office. 
Contains rules prescribed for the protest and 
amendment of maximum rent regulations, and for 
adjustments and interpretations thereof. 


What every retailer should know about the 
general maximum price regulation. 1942. 44p. 
illus. (Off. of price admin., Bul. 2) Free from 
the Office. 

Tells how the retailer determines his maximum 
selling prices, what records must be kept in the 
store, etc. Contains a list of commodities desig- 
nated as cost-of-living commodities and a list of 
articles designated as summer seasonal commodities. 


F. Democracy 


Democracy in the summer camp. 1941. 20p. i!- 
lus. (Off. of education, Education & national 
defense ser. pam. 23) 15c. 


Tells camp directors and camp officers how the 
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summer camp can give boys and girls the oppor- 
tunity to see democracy at work. 


Living democracy in secondary schools. 1941. 
32p. illus. (Off. of education, Education & na- 
tional defense ser. pam. 7) 15c. 

“The author shows how the entire school organiza- 
tion, the total curriculum, and the activities of 
every classroom can contribute to the objective so 
graphically expressed in the title.” 


Practicing democracy in the college. 1942. 31p. 
illus. (Off. of education, Education & national 
defense ser. 8) 15c. 


“In this number an attempt is made to canvass 
realistically the problem of how the youth in our 
colleges may be helped to master the ways of 
democracy . . through the provision of more 
abundant opportunities for practice in the demo- 
cratic process.” 


Voices of democracy; a handbook for speak- 
ers, teachers, and writers. 1941. 84p. (Off. of 
education, Bul. 1941, no. 8) 15c. 


“This booklet brings together memorable expres- 
sions on liberty and democracy by philosophers, 
statesmen, and writers of all times. It also presents 
in brief story form memorable episodes in the 
never-ending struggle for freedom. The selected 
references suggest sources of additional material 
on these subjects.” 


G. Education 


Catalog of loan packets [on education in war- 
time]. 1942. 8p. (Off. of education) Free from 
the Office. 


These packets of ephemeral material may be bor- 
rowed, free of charge, from the Office of education. 


Education for victory, 1942+ (Off. of educa- 
tion) $1 per year. 
A biweekly journal of information on war and 


defense efforts affecting education. Replaces School 
Life for the duration of the war. 


Education under dictatorships and in democ- 
racies. 1941. 19p. illus. (Off. of education, Edu- 
cation & national defense ser. pam. 15) 15c. 


Gives the basic philosophies of education for fas- 
cism, communism, and Nazism. 


Our country’s call to service. 1942. 24p. illus. 
(Off. of education, Education & national de- 
fense ser. pam. 1) 15c. 


Tells how educators can serve in the present crisis 
by providing a better health program, training 
workers for defense industries, attention to inter- 
cultural education, etc. 


Physical fitness program for high schools and 
colleges. [1942] 57p. illus. charts. (Dept. of 
the navy, Bur. of aeronautics, Training div.) 
Free from the Division. 


This outline of the physical training program which 
is being used at the naval pre-flight schools can be 
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used by high schools and colleges in adapting their 
programs to wartime needs. 


Schools at war, a program for action, hand- 
book of suggestions. 1942. 16p. illus. (Dept. of 
the treasury, War savings staff) Free from the 
Staff. 


Tells how the program works, describes the awards 
given, and tells how all schools can cooperate. 


What the schools can do. 1941. 22p. illus. (Off. 
of educ., Education & national defense ser. 
pam. 4) 15c. 

A general introduction to the question of what 
contribution the schools can make to national 
preparedness at the present time. 


H. Food and Cooking 


Consumers’ guide; food and national defense 
issue. 1940. 16p. illus. (Agricultural adjust- 
ment administration) Free from the Admin- 
istration. 

A picture book of the part that food can play in 
the national defense program, as described by the 


Consumer commissioner of the National defense 
advisory commission. 


Drying foods for victory meals. 1942. 14p. 
illus. (Dept. of agriculture, Farmers’ bul. 
1918) 10c. 

“This bulletin . . . brings together the most satis- 
factory information to date on methods of drying 
several fruits and vegetables widely grown through- 
out the United States.” 


Recipes to match your sugar ration. 1942. 14p. 
(Off. of price admin.) 5c. 


Recipes which tell how baking and cooking of 
desserts can be done with less sugar. 


Volunteers in nutrition. 1942. 1llp. (Off. of 
civilian defense) Free from the Office. 
A handbook of the purpose, need, set-up, work 


opportunities, and training of volunteers for the 
National nutrition program. 


I. Gardening 


Guide for planning the local victory garden 
program. [1942] 13p. (Off. of civilian defense) 
Free from the Office. 


Contains a list of federal and state publications on 
gardening which are available free of charge. 


Victory gardens. 1942. lip. tables. (Dept. of 
agriculture, Misc. pub. 483) 5c. 

“Gives general information for the inexperienced 
gardener on what to grow, how to prepare and 
fertilize the soil, how and when to plant, how to 
care for the plants, and how to utilize the crop.” 


J. Housing 


Defense housing, 1941. [1941] [15]p. illus. 
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(Federal works agency) Free from the 
Agency. 

A picture book of what the FWA has done and 
how it is planning for the future. 


Homes for defense; a statement of function. 
1941. 35p. illus. charts. (Off. for emergency 
management, Div. of defense housing coordi- 
nation) 10c. 

An outline of the duties of the Division of defense 
housing coordination, covering such topics as the 
finding of housing needs, the problems of housing 


in defense towns, and the cooperation of various 
housing agencies. 


How to heat your home with less fuel this 
winter. [1942] 6p. (Off. of war information & 
others) Free from the Office. 

Recommends that every family inspect and adjust 
heating equipment, insulate walls and roof or attic, 
install storm windows and doors, and weather strip 
and seal air leaks around windows and doors. 


Wood fuel in wartime. 1942. 22p. illus. (Dept. 
of agriculture, Farmers’ bul. 1912) 10c. 

“This bulletin . . . is intended to point out the 
best sources of wood fuel, its heating value, and 
some recently developed techniques in producing, 
transporting, and utilizing fuel wood.” 


K. Libraries 


The care of records in a national emergency. 
1941. 60p. (National archives, Bul. 3) Free 
from the Archives. 


Contains a select biography on the conservation 
of cultural resources in times of war. 


How libraries may serve. 1941. 20p. illus. (Off. 
of education, Education & national defense 
ser. pam. 17) 15c. O.P.; being reprinted. 
Tells how school, college, university, special, pub- 
lic, state, Army, and Navy libraries may serve in 
the national defense program. 


The protection of cultural resources against 
the hazards of war; a preliminary handbook. 
1942. 46p. (National resources planning bd.) 
10c. 

A guide for libraries, museums, and archival agen- 
cies on the selection of materials for protection, the 
protection of buildings, the protection of collections 
in place, and evacuation. Bibliography. 


Volunteers in library service. 1942. 15p. (Off. 
of civilian defense) Free from the Office. 
Lists possible jobs for volunteers, qualifications for 


these jobs, and gives an extensive outline of train- 
ing courses which may be used. 


L. Rationing 


Fuel oil rationing, general instructions. 1942. 
16p. (Off. of price admin.) Free from the 
Office. 
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Tells of the need for rationing fuel oil and out- 
lines the plan and administration used to carry it 
out. 


Maintenance and care of pneumatic tires and 
rubber treads. 1942. 139p. illus. tables. (War 
dept., Technical manual 31-200) 25c. 

A useful guide to the care of rubber casings, 
tubes, rims, valves, etc. Includes a glossary and a 
bibliography. 


Men’s rubber boots and rubber work shoes, 
rationing instructions. 1942. 25p. illus. (Off. 
of price admin.) Free from the Office. 

A detailed statement of why and how this product 
is being rationed. Of use to manufacturers, dis- 
tributors, retailers, and the public. 


New adult bicycle ration regulations. 1942. 
13p. (Off. of price admin.) Free from the 
Office. 

Complete information on who is eligible for a 
bicycle, what forms to fill out, how quotas are 
established, methods of appeals and enforcement, 
etc. 


New passenger automobile rationing regula- 
tions; order no. 2A, effective March 2, 1942. 
[1942] 16p. (Off. of price admin.) Free from 
the Administration. 

Provisions and procedures of operation are given, 
followed by application forms. 


Plan for gasoline rationing; instructions to 
dealers, intermediate distributors, licensed 
distributors. 1942. 13p. (Off. of price admin.) 
Free from the Office. 


Contains illustrations of the various forms used in 
administering the plan. 


Rationing, why and how. 1942. 14p. illus. (Off. 
of price admin.) Free from the Administra- 
tion. 

An explanation of why rubber, automobiles, gas- 
oline, and sugar are being rationed, followed by 
the plan for making rationing work. 


Revised tire rationing regulations and the tire 
rationing guide. 1942. 57 + 42p. (Off. of price 
admin.) Free from the Office. 

These regulations are designed to guide the local 
war price and rationing boards in discharging their 
duties. The tire rationing guide contains interpreta- 
tions of the regulations by the Washington oflice 
of the O.P.A. and guides for use in applying the 
regulations to specific cases. 


Tire rationing regulations; establishing provi 
sions and procedures for the operation of +! 
program for rationing new tires and tubes. 
1941. 19p. (Off. of price admin.) Free from t 
Administration. 

These regulations are designed to guide the loc 
tire rationing boards in discharging their duty 
distributing the supply of rubber tires to cover ‘! 
most essential needs in their communities. 
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Vill. World War, 1939- 


Declarations of war by belligerent countries; 
reproduced frém the Department of state Bul- 
letin, Dec. 20, 1941. [1942] [12]p. (U.S. Infor- 
mation service) Free from the Service. 


Gives the text of each declaration and the official 
source of the information. 


Divide and conquer. 1942. 15p. illus. (Off. of 
facts & figures) Free from the Office. 

A documented. account of German propaganda 
methods in Europe, followed by Nazi propaganda 
objectives in the United States. Illustrated by D. R. 
Fitzpatrick. 


A graphic history of the war, September 1, 
1939 to May 10, 1942. 1942. 72p. charts. maps. 
(War dept., Bur. of public relations) 25c. 

Used to tell the American soldier what the present 
world-wide conflict is all about, this graphic ac- 
count covers all phases of the war with the use of 
excellent maps and charts. 


The thousand million; brief stories about the 
United Nations, where live, work, and fight 
one thousand million friends of the United 
States. 1942. 46p. illus. map. (Off. of war 
information) Free from the Office. 
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Contains the texts of the Atlantic Charter, August 
14, 1941, and the Declaration by United Nations, 
January 1, 1942. 


The unconquered people. 1942. 11p. illus. (Off. 
of war information) Free from the Office. 
Stories of how the people of the occupied countries 


of Europe are fighting back and resisting the 
Nazis. 


The United Nations fight for the four free- 
doms; the rights of all men—everywhere. 
[1942] 15p. (Off. of war information) Free 
from the Office. 


A detailed, popular explanation of the four essen- 
tial freedoms for which men now fight. 


The war chronology, March 1938 to December 
1941; reproduced from the Department of state 
Bulletin, Dec. 27, 1941. [1942] [12]p. (U.S. In- 
formation service) Free from the Service. 

The record of each event is followed by a citation 
to the source where a full account may be found. 


The war chronology, December 1941 to April 
1942; reproduced from the Department of state 
Bulletin, May 16, 1942. [1942] [6]p. (U.S. In- 
formation service) Free from the Service. 

The record of each event is followed by a citation 
to the source where a full account may be found. 
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The American Library Association, established in 1876, is an organization of 
libraries, librarians, library trustees and others interested in the responsibilities 
of libraries in the educational, social and cultural needs of society. It is affili- 
ated with more than fifty other library associations in this country and abroad. 
It works closely with many organizations concerned with education, recreation, 
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staff, voluntary boards and committees, and by divisions, sections, and round 
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annual and midwinter conferences, and the publication—not for profit—of 
numerous professional books, pamphlets and periodicals. 





